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PREFACE 


This publication represents the second edition of the ‘‘Secondary Wood-Using Industries in Ontario’, the first 
having been published in late 1968. The directory includes the secondary wood-using industries that operated in On- 


tario as of the first-half of 1980. The establishments listed in this directory are categorized alphabetically within Statis- 


tics Canada’s Standard Industrial Classification codes, and geographically within the municipalities of the Province. 


Cross-referencing is provided. 
The purpose of this directory is twofold. First, it is to give our primary wood-using industry establishments an 


identification of its major domestic market; and secondly, it is to assist users of finished or semi-finished wood prod- 


ucts in identifying producers of these items for either domestic or export consumption. 
The information contained herein has been obtained by scrutinizing four major sources: 
a) Statistics Canada’s annual Census of Manufacturers, Ontario mailing lists; 
b) Scott’s Industrial Directory, Ontario Manufacturers, Twelfth Edition; 
c) The 1979 Canadian Trade Index; and 
d) some 130 Yellow Pages directories of all Ontario communities. 
While none of the above are all-inclusive listings of the members of these industries, we will not seek credit to have 
compiled an all-inclusive, up-to-date directory either. Any omissions, oversights, and/or errors are the direct respon- 
sibility of the publishers. 
Suggestions and/or comments are welcomed for consideration for inclusion in future editions. 


ALPHABETIC DIRECTORY 
BY 
INDUSTRIAL GROUPS 


Abbreviations 


Metro Toronto —The Municipality of Metropolitan Toronto 

R. M. —Regional Municipality 

D. M. —District Municipality 

ae —Judicial District 

C. —County, Counties, United Counties, or Provisional County 


SASH, DOOR AND OTHER MILLWORK PLANTS 


Statistics Canada 
Standard Industrial Classification 


A & D Lumber Co. Ltd., Tecumseh—Essex C. 

A. & M. Wood Specialty Inc., Cambridge—R. M. 
Waterloo 

A & § Millwork of London Ltd., London—Middlesex C. 

A.R.C. Industries, Dashwood—Huron C. 

Abacus Mfg. Ltd., Scarborough—Metro Toronto 

Abco Wood Products, Weston—Metro Toronto 

Acme Lumber & Supplies, Toronto—Metro Toronto 

Adams & Kennedy Co. Ltd., Manotick—R. M. 
Ottawa-Carleton 

Alba Pallet Co. Ltd., Thornhill—R. M. York 

Alexandria Sash & Door Co. Ltd., 
Alexandria—Stormont, Dundas & Glengarry C. 

Alpa Lumber Inc., Concord—R. M. York 

Alpa Lumber Inc., Newmarket—R. M. York 

Alpine Woodwork Ltd., Thunder Bay—D. Thunder Bay 

Al’s Woodworking Ltd., Windsor—Essex C. 

Amber Stairways Inc., St. Catharines—R. M. Niagara 

Amerock Ltd., Meaford—Grey C. 

Anderson Millwork Ltd., Sundridge—D. Parry Sound 

S. Algin Co. Ltd., Kingston—Frontenac C. 

Antanow Enterprises Ltd., Brantford—Brant C. 

Antrim Lumber Ltd., King City—R. M. York 

Arborwood Products Ltd., Concord—R. M. York 

Architectural Woodwork Co. Ltd., Toronto—Metro 
Toronto 

Aristocraft Vinyl Inc., Downsview—Metro Toronto 

Arnprior Builders Supplies Ltd., Arnprior—Renfrew C. 

Art Magic Carpentry Ltd., Mississauga—R. M. Peel 

Artistic Woodwork Co. Ltd., Downsview—Metro 
Toronto 

R.G. Ashby Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Attridge Lumber Co. Ltd., Aurora—R. M. York 


B.C. Millwork Ltd., St. Catharines—R. M. Niagara 

Bancroft Lumber Ltd., Bancroft—Hastings C. 

Bandi Building Products Ltd., St. Catharines—R. M. 
Niagara 

Barbel Mfg. Co. Ltd., Bolton—R. M. Peel 

Basil Custom Framing, Toronto—Metro Toronto 

Beaver Lumber Ltd., Cornwall—Stormont, Dundas & 
Glengarry C. 

Beldman Cabinets Ltd., London—Middlesex C. 

Bennie Lumber and Bldg. Materials, Chatham—kKent C. 

A.J. Biffis Ltd., Toronto—Metro Toronto 

Bloos Wood Products Ltd., Kitchener—R. M. 
Waterloo 

Bonato Plastics Laminated Co. Ltd., 
Tecumseh—Essex C. 

M. Bottoset & Son Ltd., Windsor—Essex C. 
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John A. Brewer (Canada) Ltd., Cambridge—R. M. 
Waterloo 

Brown Window Frames Ltd., Toronto—Metro Toronto 

Brugg Cabinets Inc., St. Catharines—R. M. Niagara 

Burtscher Stairs, Willowdale—Metro Toronto 

Butler & Baird Lumber Ltd., Aurora—R. M. York 


C. & A. Woodwork Ltd., Peterborough— 
Peterborough C. 

C. & A. Woodworking Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Cadillac Bldg. Products Co. Ltd., Maple—R. M. York 

E.A. Calton Enterprises Ltd., Keswick—Simcoe C. 

Cambridge Door Co. Ltd., Cambridge—R. M. 
Waterloo 

A.F. Cambell & Son Ltd., Arnprior—Renfrew C. 

Canada Flushwood Door Mfg. Ltd., Toronto—Metro 
Toronto 

Canadian Mantel & Stone Co. Ltd., 
Downsview—Metro Toronto 

Carnarvon Lumber, Carnarvan—D. Manitoulin 

Cartwright Builders Supplies Ltd., North Bay—D. 
Nipissing 

Cedarvale Woodworking Ltd., Thornhill—R. M. York 

Central Woodwerking, Thornhill—R. M. York 

Jack Chapman Woodwork Ltd., Kingston—Frontenac C. 

Charuk Woodworking Ltd., Port Colborne—R. M. 
Niagara 

Chateauvert Doors Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Clandor Mfg. Ltd., Ottawa—R. M. Ottawa-Carleton 

Classic Mantel Mfg. Co. Ltd., Toronto—Metro 
Toronto 

Colonial Cabinets & Millwork Ltd., Windsor—Essex C. 

Compact Industries Ltd., Toronto—Metro Toronto 

G. H. Condrad Lumber, Trout Creek—D. Parry Sound 

Conduits-Amherst Ltd., Mississauga—R. M. Peel 

Consolidated-Bathurst Inc., Braeside—Renfrew C. 

The Consumers Millwork Co. Ltd., Stoney 
Creek—R. M. Hamilton-Wentworth 

Consolidated Bedding Co. Ltd., Toronto—Metro 
Toronto 

Courtland Planning Mill Ltd., Courtland—R. M. 
Haldimand-Norfolk 

Cresent Supply Ltd., Waterloo—R. M. Waterloo 

Crowland Sash & Frame Ltd., Welland—R. M. 
Niagara 

Cunbrae Enterprises Inc., Richmond Hill—R. M. York 

Custom Doors & Woodworking Ltd., 
Willowdale—Metro Toronto 

Custom Lumber & Millwork Ltd., Bolton—R. M. Peel 


Sash, Door and Other Millwork Plants (Cont'd) 


Custom Windows Ltd., Brantford—Brant C. 
Custom Wooden Stairs, Kitchener—R. M. Waterloo 


D & J Mfg. Co. Ltd., Toronto—Metro Toronto 

Dalmen Products Ltd., St. Isidore de 
Prescott—Prescott & Russell C. 

Dashwood Industries Ltd., Centralia—Huron C. 

De Man Construction Inc., Mississauga—R. M. Peel 

Dearling Wood Products Ltd., Weston—Metro 
Toronto 

Germain Desjardins Const. Ltd., 
Hawkesbury—Prescott & Russell C. 

H. E. Deslauriers Co. Ltd., Hawkesbury—Prescott & 
Russell C. 

Desmit Lumber & Bldg. Supplies Ltd., 
Welland—R. M. Niagara 

Dick’s Carpentry Ltd., Brampton—R. M. Peel 

Dixie Woodworks Ltd., Mississauga—R. M. Peel 

Dixon Roof Truss & Bldg. Components Ltd., 
Fergus—Wellington C. 

Dodds Overhead Doors Ltd., Thornhill—R. M. York 


Dominion Sash (1976) Ltd., Mississauga—R. M. Peel 


Dor Seal Ltd., Toronto—Metro Toronto 

Dorset Woodcraft Co., Scarborough—Metro Toronto 

Stan Dolyny Ltd., Fort Frances—D. Rainy River 

Dufferin Windows Ltd., Shelburne—Dufferin C. 

Dutch Sash & Door Co. Ltd., Morewood—Stormont, 
Dundas and Glengarry C. 


E. B. Eddy Forest Products Ltd., Timmins—D. 
Cochrane 

D. Kemp Edwards Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Elbertsen Industries Ltd., Kingston—Frontenac C. 

W. H. Ellinger Ltd., Pickering—R. M. Durham 

Errington Lumber Co. Ltd., Geraldton—D. Thunder 
Bay 

Evans Lumber & Builders Supply Ltd. , 
Sudbury—R. M. Sudbury 


A. Fanti Ltd., Thunder Bay—D. Thunder Bay 
F.T.N. Laminating Ltd., Mississauga—R. M. Peel 
J. C. Fee, Williamsford—Grey C. 
Feldman Window Mfg. Ltd., Windsor—€ssex C. 
Fex Bldg. Ltd., Blezard Valley—R. M. Sudbury 
Fielding Lumber Co. Ltd., Copper Cliff—R. M. 
Sudbury 
Arthur J. Fish Ltd., Toronto—Metro Toronto 
Fitzpatrick Stairs Ltd., Burlington—R. M. Halton 
Fleetwood Shuffleboard Ltd., Markham—R. M. York 
Florida Kitchens, Toronto—Metro Toronto 
Foxboro Industries Ltd., Foxboro—Hastings C. 
James Friar, Paisley—Bruce C. 


G. & B. Sales Ltd., Scarborough—Metro Toronto 


Gabrielle Brothers Cabinet Makers & Millwork, 
Windsor—Essex C. 

Gebel Cabinets Ltd., Lucan—Middlesex C. 

Geb’s Custom Carpentry, Georgetown—R. M. Halton 

General Millwork & Supply Co. Ltd., 
Guelph—Wellington C. 

Genesis Furniture Ltd., Concord—R. M. York 

Gervan Custom Buildings & Woodworking Ltd.., 
Kingston—Frontenac C. 

Nick Giamberardo Bros. Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Jas. F. Gillanders Co. Ltd., Toronto—Metro Toronto 

Gligoric Wood Products, Toronto—Metro Toronto 

Golden Triangle Windows Ltd., Kitchener—R. M. 
Waterloo 

Granger Prefab Ltd., Scarborough—Metro Toronto 

J.A. Grant & Sons Ltd. Port Colborne—R. M. Niagara 

M. & G. Grants Lumber & Bldg. Supplies Ltd.., 
Meaford—Grey C. 


Leo Groulx Mfg. Ltd., Casselman—Prescott & Russell C. 


Guildwood Furniture Designers Ltd., 
Scarborough—Metro Toronto 

Hans Golleck, Carl Freiderick Wooden Stairs & 
Railings Ltd., Kitchener—R. M. Waterloo 


Stewart Hartshorn Ltd., Renfrew—Renfrew C. 

Eric Hartwig, Clifford—Wellington C. 

Har-Win Ltd., St. Catharines—R. M. Niagara 

Heritage Kitchen & Furniture Ltd. , 
Cornwall—Stormont, Dundas & Glengarry C. 

Herner Wood Products Ltd., Baden—R. M. Waterloo 

Herrem Woodworkers Ltd., Fort Frances—D. Rainy 
River 

E. Hespeler Store Fixture Ltd., Mississauga—R. M. 
Peel 

Homarc Woodwork Ltd., Toronto—Metro Toronto 

Homeworthy Products Ltd., Thornhill—R. M. York 

Honel Construction Co. Ltd. & Millwork, 
Sudbury—R. M. Sudbury 

House Component Systems Ltd., Tecumseh—Essex C. 

Robert Hunt Ltd., London—Middlesex C. 

The Huntsville Planing Mills Ltd., Huntsville—D. M. 
Muskoka 


Ideal Woodcraft, Niagara Falls—R. M. Niagara 

D.A. Innes Custom Carpentry, Toronto—Metro 
Toronto 

Intercity Custom Carpentry of Thunder Bay, Thunder 
Bay—D. Thunder Bay 

Interior Door Mfg. Ltd., Markham—R. M. York 

ltaldoor Woodworking Ltd., Thornhill—R. M. York 


J. K Counter Tops Ltd., Hamilton—R. M. 
Hamilton-Wentworth 
Jemdor Woodcraft Ltd., Lambeth—Middlesex C. 


Sash, Door and Other Millwork Plants (Cont'd) 


Joe’s Woodcraft of Windsor Ltd., Windsor—€ssex C. 
Johnston Woodworking, Peterborough— 
Peterborough C. 


K & P Woodworking Specialists Ltd., Milliken—R. M. 
York 

Kaldoor Co. Ltd., Scarborough—Metro Toronto 

Keenan Industries Ltd., Owen Sound—Grey C. 

Willi Kellner Custom Wooden Stairs & Railings, 
Kitchener—R. M. Waterloo 

Kent Bros. Ltd., Sundridge—D. Parry Sound 

King Fixtures, Hamilton—R. M. Hamilton-Wentworth 

Kingston Road Planing Mills Ltd., West Hill—Metro 
Toronto 

Kingsway Counter Tops Ltd., Concord—R. M. York 

The Kitchen Centre, St. Catharines—R. M. Niagara 

Klages Lumber & Feeds, Mindemoya—D. Manitoulin 

Knechtel Bros. Co. Ltd., Brantford—Brant C: 

Knight’s of Meaford Ltd., Meaford—Grey C. 

Krupp Woodworking Ltd., Beeton—Simcoe C. 


Laidlaw-Goodwood Industries Ltd., North Bay—D. 
Nipissing 

Lang Enterprises Ltd., Stratford—Perth C. 

Larkin Lumber Co. Ltd., Ajax—R. M. Durham 

Lake Scugog Lumber & Coal Co. Ltd., Port 
Perry—R. M. Durham 

Lamwood Cabinets Ltd., Belleville—Hastings C. 

Lawson Lumber Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

B. Lawless, Prescott—Leeds & Grenville C. 

J. R. Leduc Ltd., Crysler—Stormont, Dundas & 
Glengarry C. 

Liaison Developments Ltd., Markham—R. M. York 

Lindstom & Nilson Ltd., Kenora—D. Kenora 

London Laminates Ltd., London—Middlesex C. 

Loewen Millwork, Kitchener—R. M. Waterloo 

Lundia Shelving Systems Ltd., New Liskeard—D. 
Timiskaming 


M.D. Carpentry Ltd., Ottawa—R. M. Ottawa-Carleton 


MacLachlan Lumber Co. Ltd., Kingston—Frontenac C. 


MacMillan Bloedel Bldg. Materials Ltd. , 
Weston—Metro Toronto 

Madawaska Wood Products Ltd., Barry’s 
Bay—Renfrew C. 

Harry Manko, Thunder Bay—D. Thunder Bay 

Manor Building Products Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Marcan Wood Specialties Co., Markham—R. M. York 

G. H. Marshall & Son Lumber, Haldimand—R. M. 
Haldimand-Norfolk 

Martindale Sash & Door Ltd., Belle River—Essex C. 

G. W. Martin Lumber Ltd., Kirkland Lake—D. 
Timiskaming 

Martin’s Millwork Ltd., Brampton—R. M. Peel 


Martin’s Window & Woodworking (Niagara) Ltd., 
Niagara Falls—R. M. Niagara 

Mason Windows Ottawa Ltd., Stittsville—R. M. 
Ottawa-Carleton 

Mason Windows Ltd., Pickering—R. M. Durham 

Master Seal Windows Ltd., Brantford—Brant C. 

Maydwell Mfg. Co. Ltd., Toronto—Metro Toronto 

McBride Lumber Products Ltd., Ajax—R. M. Durham 

McBride Lumber Products Ltd., Napanee—Lennox & 
Addington C. 

Richard McFadden, Glenburnie—Frontenac C. 

McKinney Lumber Co. Ltd., Woodstock—Oxford C. 

McKnight Window Industries Ltd., Weston—Metro 
Toronto 

Gordon McNabb, Shallow Lake—Grey C. 

The Meaford Woodenwares Ltd., Meaford—Grey C. 

J. R. Menard Ltd., St. Isidore de Prescott—Prescott 
& Russell C. 

Metric Millwork Ltd., Burlington—R. M. Halton 

Metropolitan Garage Doors Ltd., Mississauga—R. M. 
Peel 

Michigan Maple Ltd., Sault Ste. Marie—D. Algoma 

Midland Planing Mills Ltd., Midland—Simcoe C. 

William Milne & Sons Ltd., North Bay—D. Nipissing 

Milno-Markham Mfg. Co. Ltd., Markham—R. M. 
York 

Mino Millwork, Georgetown—R. M. Halton 

Mirmil Products Ltd., Trenton—Hastings C. 

Modern Cabinet Industries Ltd., Nepean—R. M. 
Ottawa-Carleton 

Modern Door Design Co., Ajax—R. M. Durham 

Mowad General Construction Ltd., 
Leamington—Essex C. 

Mulholland Wood Milling Co., Collingwood—Simcoe C. 

Mundell Lumber Co. Ltd., Erin—Wellington C. 

Murdochs Wood Products Ltd., Arnprior—Renfrew C. 

Muttart Builder’s Supplies Brantford Ltd., 
Brantford—Brant C. 


Nectar Design, Toronto—Metro Toronto 

Rudolph Namat Cabinetmaker, Mississauga— R. M. 
Peel 

Nevermar Wood Products Ltd., Carleton 
Place—Lanark C. 

Newmarket Windows Division of Reed Lumber Co. 
Ltd., Newmarket—R. M. York 

Nipissing Cedar Products Ltd., Sturgeon Falls—D. 
Nipissing 

Niruco Fence Mfg. Ltd., Carleton Place—Lanark C. 

North Eureka Refrigeration Co. Ltd., 
Downsview—Metro Toronto 

Northern Door and Sash Ltd., Kirkland Lake—D. 
Timiskaming 

Northern Wood Home Canadian Ltd., Keewatin—D. 
Kenora 

Nor Will Mfg. Co. Ltd., Weston—Metro Toronto 


Sash, Door and Other Millwork Plants (Cont'd) 


Nor-Wood Products (Sault) Ltd., Sault Ste. Marie—D. 
Algoma 


Oakwood Lumber & Millwork Co. Ltd., 
Downsview—Metro Toronto 

Oesch Woodworking, Clinton—Huron C. 
Vanastra—Huron C. 

Ontario Cabinet Makers Ltd., Windsor—€ssex C. 

Ontario Laminating Co. Ltd., Bolton—R. M. Peel 

Orav Stairs (1966) Ltd., Thornhill—R. M. York 

Oriole Lumber Ltd., Markham—R. M. York 

Ornamental Mouldings Ltd., Waterloo—R. M. 
Waterloo 

Emile Ouimet, Moose Creek—Stormont, Dundas & 
Glengarry C. 

Overhead Door Co. of Canada Ltd., Oakville—R. M. 
Halton 

Oxford Picture Frame Co. Ltd., Toronto—Metro 
Toronto 


Pape Lumber Ltd., Toronto—Metro Toronto 

Paquette Window Co. Inc., Windsor—Essex C. 

Parke Woodwork Ltd., London—Middlesex C. 

Pasqualotto Wood Craft Inc., Windsor—Essex C. 

Pattyn Sash and Door, Alexandria—Stormont, Dundas 
& Glengarry C. 

Payne Sash & Door Ltd., Peterborough— 
Peterborough C. 

Paznar Door Co. Ltd., Mississauga—R. M. Peel 

Bob Peake Wood Products, Belleville—Hastings C. 

Peerless Window Equipment Ltd., Thornhill—R. M. 
York 

Penny Lumber & Trim Co. Ltd., Bolton—R. M. Peel 

Perez Custom Woodworking, London—Middlesex C. 

Peterborough Lumber Ltd., Peterborough— 
Peterborough C. 

Petersen’s Cabinets & Home Improvements, Thunder 
Bay— D. Thunder Bay 

Peevee Wood Products Ltd., Sarnia—Lambton C. 

Al Picard Cabinets Ltd., North Bay—D. Nipissing 

The Plastwood Mfg. Co. Ltd., Scarborough—Metro 
Toronto 

E.C. Poisson Lumber Ltd., Windsor—Essex C. 

N. Pollard & Son Ltd., Burlington—R.M. Halton 

Powell Woodworking Inc., Strathroy—Middlesex C. 

Premium Forest Products Ltd., Scarborough—Metro 
Toronto 

Preston Building Supplies Ltd., Cambridge—R. M. 
Waterloo 

Pringle Custom Woodworking Ltd., Kitchener—R. M. 
Waterloo 

Provincial Woodcraft Ltd., St. Catharines—R. M. 
Niagara 


Quality Wood Products (Ontario) Ltd., 
Markham—R. M. York 


Quintus Kitchens & Carpentry Ltd., 
Komoka—Middlesex C. 


R.E.V. Kitchen Co. Ltd., Toronto—Metro Toronto 

Al Ratz Woodworking, Neustadt—Grey C. 

S. Ratkovsky & Sons Lumber Ltd., St. 
Catharines—R. M. Niagara 

Ready Wood Products Ltd., Lindsay—Victoria C. 

R.G. & D. H. Holdings Ltd., Waterloo—R. M. 
Waterloo 

Regal Precision Woodworking Ltd., Ottawa—R. M. 
Ottawa-Carleton 

R. J. Reinke & Sons Ltd., Eganville—Renfew C. 

Reliable Laminating Ltd., Milliken—R. M. York 

Repla Ltd., Oakville—R. M. Halton 

Revard’s Sawmill & Builders Supply Co. Ltd., 
Chatham—kKent C. 


Richards-Wilcox of Canada Ltd., London—Middlesex C. 


Rigby’s Ltd., St. Catharines—R. M. Niagara 

Rio Custom Cabinets & Supplies Ltd., 
Sudbury—R. M. Sudbury 

Roes Stair Co. Ltd., Lambeth—Middlesex C. 

Robbillard Custom Cabinets & Stairs Ltd., 
Arnprior—Renfew C. 

Rollins Lumber Ltd., Foxboro—Hastings C. 

Roti Wood Products (Fergus) Ltd., 
Fergus—Wellington C. 

Royal Door & Woodwork Ltd., Concord—R. M. York 

Rudolph Namat Cabinetmakers, Mississauga—R. M. 
Peel 

Rustic Wood Canada Ltd., Markham—R. M. York 


The Sanderson-Harold Co. Ltd., Paris—Brant C. 

Sarnia Cabinets Ltd., Sarnia—Lambton C. 

M. Saumur Woodwork Shop, Orleans—R. M. 
Ottawa-Carleton 

Sauter Furniture Ltd., Toronto—Metro Toronto 

A. A. Schauer & Son, Cobden—Renfew C. 

Scheel Windows Ltd., Arnprior—Renfrew C. 

Paul H. Simpkin Cabinet Co. Ltd., 
Campbellford—Northumberland C. 

Sims Custom Woodworking Ltd., Sault Ste. 
Marie—D. Algoma 

Skinder Brothers Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 


Sklar Furniture Ltd., Mattawa—D. Nipissing 

Skyway Lumber Co. Ltd., St. Catharines—R. M. 
Niagara 

M. D. Snell & Son Ltd., Sharbot Lake—Frontenac C. 

Snow Window Frame Ltd., Maple—R. M. York 

Southern Wood Products Ltd., Petrolia—Lambton C. 

Soo Mill & Lumber Co. Ltd., Sault Ste. Marie—D. 
Algoma 

Storm Seal Aluminium Ltd., Brantford—Brant C. 

Stairco Ltd., Waterloo—R. M. Waterloo 

Starlight Kitchen Ltd., Concord—R. M. York 


Sash, Door and Other Millwork Plants (Cont'd) 


Streamline Metalcraft Co. Ltd., Downsview—Metro 
Toronto 

Sturdi-Bilt Wood Products Ltd., Markham—R. M. 
York 

Charles Summut Ltd., Toronto—Metro Toronto 

Sudbury Planing Mill Ltd., Sudbury—R. M. Sudbury 

Super Structure Door Co. of Canada Ltd., 
Toronto—Metro Toronto 

Superior Cabinet Works, Leamington—Essex C. 

Superior Lumber Co. Ltd., Thunder Bay—D. Thunder 
Bay 


Tassone Carpentry & Woodworking, Bolton—R: M. 
Peel 

Taylor Garage Doors of Canada Ltd., Rexdale—Metro 
Toronto 

Thomes (Canada) Ltd., Toronto—Metro Toronto 

Thompson—Heyland Ltd., Burk’s Falls—D. Parry 
Sound 

Toderan Bldg. Supply Ltd., St. Catharines—R. M. 
Niagara 

Toronto Woodmouldings Ltd., Toronto—Metro 
Toronto 

Tourangeau Forest Products Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Tower Kitchen Cabinets Ltd., Toronto—Metro Toronto 

Tradewood Industries Ltd., St. Catharines—R. M. 
Niagara 

Trimco Woods Ltd., Bolton—R. M. Peel 

Triplast Mfg. Co. Ltd., Toronto—Metro Toronto 

Trend Millwork & Cabinets Ltd., Windsor—Essex C. 

Lloyd Truax Ltd., Wingham—Huron C. 

Lloyd Truax Ltd., Walkerton—Bruce C. 

Turkstra Lumber Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Twin Windows Ltd., Georgetown—R. M. Halton 


Unibond Door Mfg. Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Unique Wood Products, Burk’s Falls—D. Parry Sound 

United Co-operatives of Ontario, Lindsay—Victoria C. 

United Window Mfg. Ltd., Downsview—Metro 
Toronto 

Unitized Mfg. Ltd., Thunder Bay—D. Thunder Bay 

Upward Garage Door Ltd., Mississauga—R. M. Peel 


Value Woodworking Ltd., Downsview—Metro Toronto 

Van Craft Wood Products Ltd., Brantford—Brant C. 

Vanguard Mouldings Inc., Downsview—Metro 
Toronto 

Leo Vermette Woodworking, Arnprior—Renfrew C. 


Wallaceburg Woodcraft Ltd., Wallaceburg—Kent C. 
Wanson Millwork Ltd., Thunder Bay—D. Thunder Bay 
Thomas Ward, Rodney—Elgin C. 
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Warkworth Lumber Co. Ltd., Warkworth— 
Northumberland C. 

Waterloo Interior Woodcraft Ltd., Kitchener—R. M. 
Waterloo 

Wellington Lumber & Supply Ltd., 
Fergus—Wellington C. 

A. B. Welsh, Thamesville—Kent C. 

Albert Whitehorse, Brighton—Northumberland C. 

Wiarton Sash & Door Ltd., Wiarton—Bruce C. 

Weston Counter Tops Ltd., Concord—R. M. York 

Whiting Roll-up Door Mfg. Ltd., Oakville—R. M. 
Halton 

Wilberforce Veneer and Planing Mill, 
Wilberforce—Haliburton C. 

The Window Place, Markham—R. M. York 

Windsor Lumber Co. Ltd., Windsor—€ssex C. 

Windsor Cabinet Makers, Windsor—Essex C. 

Win-Wood Mfg. Ltd., Dryden—D. Kenora 

Woodmaster Products Ltd., Niagara Falls, R. M. 
Niagara 

Woodcraft Inc., Markham—R. M. York 

Woodoor Ltd., Newmarket—R. M. York 

Woodway Mfg. Ltd., Georgetown—R. M. Halton 


Yoram’s Professional Woodworking Co., 
Concord—R. M. York 
York Woodworking Co. Ltd., Weston—Metro Toronto 


W. Zawyrucha Builder, Windsor—Essex C. 

John Zidner Custom Woodworkers, Toronto—Metro 
Toronto 

J. Ziner Lumber Ltd., Agincourt—Metro Toronto 


HARDWOOD FLOORING INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
2542 


Bass Lake Lumber & Molding Co., Orillia—Simcoe C. 


A. J. Biffis Ltd., Toronto—Metro Toronto 


Canada Spool! & Bobbin Co. Ltd., Walkerton—Bruce C. 


Century Mill Industrial Lumber Ltd., 
Stouffville—R. M. York 


~ Daniels Construction Co., Toronto—Metro Toronto 


~ Erie Flooring & Wood Products Ltd., West 


Lorne—Elgin C. 
Floorco Ltd., Toronto—Metro Toronto 
Groome Woodworking Ltd., Orillia—Simcoe C. 


Hamilton Lumber & Supplies (1971) Ltd., 
Hamilton—R. M. Hamilton-Wentworth 


Kings-Wood Frame Mfg. Corp., Downsview—Metro 
Toronto 

Stanley Knight Ltd., Meaford—Grey C. 

Knight’s of Meaford Ltd., Meaford—Grey C. 
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Laidlaw-Goodwood Industries Ltd., Toronto—Metro 
Toronto, 
North Bay—D. Nipissing 


The Milner-Rigsby Co. Ltd., West Lorne—Elgin C. 


Satin Finish Hardwood Flooring Ltd., Weston—Metro 
Toronto 

Selinger Wood Ltd., Goderich—Huron C. 

Sklar Furniture Ltd., Mattawa—D. Nipissing 

Soo Mill & Lumber Co. Ltd., Sault Ste. Marie—D. 
Algoma 


Thompson-Heyland Ltd., Burk’s Falls—D. Parry 
Sound 


Weiler Dimension Ltd., Formosa—Bruce C. 

Weldwood of Canada Ltd., Huntsville—D. M. 
Muskoka 

Weyerhaeuser Canada Ltd., Sault Ste. Marie—D. 
Algoma 


MOBILE HOMES, PREFAB WOOD BUILDINGS AND 
COMPONENTS, STRUCTURAL WOOD MEMBERS 
INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


Advanced Farming Systems Ltd., Kitchener—R. M. 
Waterloo 

A. R. C. Industries, Essex—Essex C. 

Asbestos Building Supply Ltd., Toronto—Metro 
Toronto 


Beatrice International (Canada) Ltd., 
Cobourg—Northumberland C. 


Cadillac Bldg. Products Co. Ltd., Maple—R. M. York 

Calama Homes Ltd., Portland—Leeds & Grenville C. 

Campeau Corp. Ltd., Nepean—R. M. Ottawa-Carleton 

Canadian Sauna Sales Ltd., Downsview—Metro 
Toronto 

Canwinko Ltd., Thorndale—Middlesex C. 

Capital Roof Truss (1969) Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Carrington’s Bldg. Centre Ltd., Sudbury—R. M. 
Sudbury 

Cartwright Builders Supplies Ltd., North Bay—D. 
Nipissing 

Cedar World Ltd., Parry Sound—D. Parry Sound 

Centennial Truss Fabricators Ltd., Lanark—Lanark C. 

Chateau Trusses Ltd., Nepean R. M. Ottawa-Carleton 

The Colonial Homes Ltd., Pickering—R. M. Durham 


Colonist Homes Ltd., Warkworth—Northumberland C. 


Cornwall Roof & Truss Ltd., Cornwall—Stormont, 
Dundas & Glengarry C. 

County Structures & Bldg. Supplies Ltd., 
Kitchener—R. M. Waterloo 

Custom Laminates Ltd., Concord—R. M. York 

Custom Lumber Ltd., Bruce Mines—D. Algoma 

Custom Trailers Ltd., Exeter—Huron C. 


Henri D’Aoust Lumber Ltd., Embrun—Prescott & 
Russell C. 

Deco Lumber Co. Ltd., Bracebridge—D. M. Muskoka 

Dixon Roof Truss & Bldg. Components Ltd. , 
Fergus—Wellington C. 


Evans Lumber & Builders Supply Ltd. , 
Sudbury—R. M. Sudbury 


Farquhar Construction Ltd., North Bay—D. Nipissing 

Finnish Custom Sauna Ltd., Pickering—R. M. 
Durham 

Finn-Log Mfg., Sault Ste. Marie—D. Algoma 

Firan-Glendale Corp., Strathroy—Middlesex C. 


2943 


Fonthill Lumber Ltd., Pelham—R. M. Niagara 
Foymount Industries Ltd., Foymount—Renfrew C. 


Glen Supply Co. Ltd., Kingston—Frontenac C. 

Granger Prefab Ltd., Scarborough—Metro Toronto 

Gypsy Queen Trailer Mfg. Co. Ltd.., 
Thamesville—Kent C. 


John Hagglund Lumber & Fuel Ltd., Thunder Bay—D. 
Thunder Bay 

Halliday Homes Ltd., Burlington—R. M. Halton 

Hamilton Lumber & Supplies (1971) Ltd., 
Hamilton—R. M. Hamilton-Wentworth 

Herner Wood Products Ltd., Baden—R. M. Waterloo 

Homestead Logs Ltd., Thornhill—R. M. York 


House Component Systems Ltd., Tecumseh—Essex C. 
Hughes Roof Truss Co., Ajax—R. M. Durham 
Hunter Lumber Ltd., Scotland—Brant C. 


Ivey Trailers Ltd., Peterborough—Peterborough C. 
Job-Site Custom Coach Ltd., London—Middlesex C. 
Kingdom Lumber Ltd., Lakefield—Peterborough C. 


Lake Scugog Lumber & Coal Co. Ltd., Port 
Perry—R. M. Durham 
L’Amable Lumber Ltd., L’Amable—Hastings C. 
Locke Truss Co. Ltd., Brockville—Leeds & Grenville C. 
London Roof Truss Ltd., London—Middlesex C. 
Loughlin Home Supply Co. Ltd., Thornhill—R. M. 
York 


Maclachlan Lumber Co. Ltd., Kingston—Frontenac C. 
MacMillan Bloedel Bldg. Materials Ltd. , 
Weston—Metro Toronto 
Sturgeon Falls—D. Nipissing 
Thunder Bay—D. Thunder Bay 
R. G. McNeil & Associates Ltd., Grimsby—R. M. 
Niagara 
J. R. Menard Ltd., St. Isidore de Prescott—Prescott 
& Russell C. 
Maurice Miller Lumber Ltd., Barrie—Simcoe C. 
Montage Homes Ltd., Agincourt—Metro Toronto 
Morewood Homes Ltd., Morewood—Stormont, 
Dundas & Glengarry C. 


Mobile Homes, Prefab Wood Buildings and Components, Structural Wood Members Industry (Cont'd) 


Muttart Builder’s Supplies Brantford Ltd. , Turkstra Lumber Co. Ltd., West Lincoln—R. M. 
Brantford—Brant C. Niagara 


Northern Wood Home Canadian Ltd., Keewatin—D. Unitized Mfg. Ltd., Thunder Bay—D. Thunder Bay 


Kenora ; 
Viceroy Construction Co. Ltd., Scarborough—Metro 


+g: Toronto 
Pacific Pre-Fab Homes & Cottages Ltd.., 
Scarborough—Metro Toronto Valhalla Homes Ltd., Thornhill—R. M. York 
Dale Perusse Ltd., Fort Frances—D. Rainy River 
Peterborough Lumber Ltd., Stirling—Hastings C. 
Philmar Bldg. Supplies Ltd., Markham—R. M. York 
Se , Watford Roof Truss Ltd., Watford—Lambton C. 
(aaah ee ee ee Westing Trailer Co., Shelburne—Dufferin C. 


Woodway Structural Components Ltd., 
Pyramid Homes (Windsor) Ltd., Windsor—Essex C. Burlington—R. M. Halton 


Warkworth Lumber Co. Ltd.., 
Warkworth—Northumberland C. 


Ressco Recreation Inc., Mississauga—R. M. Peel York Lumber Co. Ltd., Toronto—Metro Toronto 
Rockwood Roof Trusses & Components Ltd., 


Rockwood—Wellington C. 
Rollins Lumber Ltd., Foxboro—Hastings C. 
Royal Homes Ltd., Wingham—Huron C. 
G. C. Russell Industries Ltd., Strathroy—Middlesex C. 


St. Lawrence Cement Ltd., Cambridge—R. M. 
Waterloo 

Satellite Truss Ltd., Merrickville—Leeds & Grenville C. 

Sava Sauna Products Ltd., Waterloo—R. M. Waterloo 

Richard Schaub Components Ltd., Fenwick—R. M. 
Niagara 

Scythes & Co. Ltd., Cambridge—R. M. Waterloo 

J. Steenbakker’s Lumber Ltd., Nepean—R. M. 
Ottawa-Carleton 

Sherk Lumber Ltd., Port Colborne—R. M. Niagara 

Skyway Lumber Co. Ltd., St. Catharines—R. M. 
Niagara 

T.D. Snow & Son Ltd., Collingwood—Simcoe C. 

Soo Mill & Lumber Co. Ltd., Sault Ste. Marie—D. 
Algoma 

Square H Woodwork Ltd., Tecumseh—Essex C. 

James Sylvestre Enterprises Ltd., Tecumseh—Essex C. 


Tampa Hall Ltd., Ayr—R. M. Waterloo 

T. P. Wood Products Ltd., Parry Sound—D. Parry 
Sound 

Thompson Truss Systems Inc., Listowel—Perth C. 

Thunderwood Cutting of Canada Ltd., Thunder 
Bay—D. Thunder Bay 

Thyssen Trailers, Strathroy—Middlesex C. 

Traveliner Co. Ltd., Oshawa—R. M. Durham 

Travelite Trailers Ltd., Cornwall—Stormont, Dundas 
and Glengarry C. 

Traylor Industries Ltd., Hensall—Huron C. 

Trent Timber Treating Inc., 
Peterborough—Peterborough C. 

Tru-Craft Homes Ltd., Waterloo—R. M. Waterloo 
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KITCHEN CABINET AND VANITY INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
2544 


A & D Lumber Co. Ltd., Tecumseh—Essex C. 
A. & F. Woodworking Ltd., Bolton—R. M. Peel 


A & L Woodworking & Cabinet Making, Essex—Essex C. 


A & M Cabinets Co., Mississauga—R. M. Peel 

A & M Custom Kitchens, Bracebridge—D. M. 
Muskoka 

A & M Custom Kitchens Mfg., Hamilton—R. M. 
Hamilton-Wentworth 

Acorn Kitchens Ltd., Waterloo—R. M. Waterloo 
Kitchener—R. M. Waterloo 

Robert Adams & Sons Ltd., Gores 
Landing—Northumberland C. 

Alpine Woodwork Ltd., Thunder Bay—D. Thunder Bay 

Ameran Enterprises Ltd., Thunder Bay—D. Thunder 
Bay 

Amerock Ltd., Meaford—Grey C. 

S. Anglin Co. Ltd., Kingston—Frontenac C. 

Antanow Enterprises Ltd., Brantford—Brant C. 

Apoll Carpentry, Toronto—Metro Toronto 

Appleby Custom Cabinets, Burlington—R. M. Halton 

Arnone Cabinet & Builders Supplies Ltd., Thunder 
Bay—D. Thunder Bay 

Guy Arsenault Carpentry, Orillia—Simcoe C. 

Art Craft Cabinets Ltd., Peterborough—Peterborough C. 

Art Woodwork Contracting, Toronto—Metro Toronto 

Art’s Woodwork, Oshawa—R. M. Durham 

Artisan du Meuble, Ottawa—R. M. Ottawa-Carleton 

Artistic Kitchens Tilbury Ltd., Tilbury—Kent C. 

Artistic Woodworking Co., Niagara Falls—R. M. 
Niagara 

Art Magic Carpentry Ltd., Mississauga—R. M. Peel 


Bandi Bldg. Products Ltd., St. Catharines—R. M. 
Niagara 

Bari Kitchen Cabinets Inc., Hamilton—R. M. 
Hamilton-Wentworth 

Baronins Woodworking & Contracting Ltd., 
Toronto—Metro Toronto 

Barzotti Woodworking Ltd., Guelph—Wellington C. 

Beaver Valley Bldg. Co. Ltd., Clarksburg—Grey C. 

Beldman Cabinets Ltd., London—Middlesex C. 

Belvedere Co. (Canada) Inc. Kitchener—R. M. 
Waterloo 

Alfred Bernier, Cabinet Maker, Iroquois Falls—D. 
Cochrane 

Black Forest Kitchens Ontario Ltd., Oshawa—R. M. 
Durham 

Bluewater Custom Kitchen Cabinets Ltd. , 
Sarnia—Lambton C. 
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Walter Blythe, Midland—Simcoe C. 
Boire & Verch Construction Ltd., Pembroke—Renfrew C. 
Bolton Cabinetmaking Ltd., London—Middlesex C. | 
Bolton Cabinets Inc., Bolton—R. M. Peel . 
Bonato Cabinets Ltd., Tecumseh—Essex C. 
M. Bottoset & Son Ltd., Windsor—Essex C. | 
Broad Axe Trail, Elmira—R. M. Waterloo 
Bart Brown Custom Cabinets, Kemptville—Leeds & 
Grenville C. . 
Bruno Woodcraft, Windsor—Essex C. | 


. 


C & H. Construction Ltd., Acton—Wellington C. 

E.A. Calton Enterprises Ltd., Keswick—Simcoe C. 

Canac Kitchens Ltd., Thornhill—R. M. York 

Canada Kitchen Ltd., Gormley—R. M. York 

Canadian Century Cabinets, Hamilton—R. M. 
Hamilton-Wentworth 

Canadian Display & Custom Woodwork, 
Mississauga—R. M. Peel 

Canadian Mantel & Stone Co. Ltd., 
Downsview—Metro Toronto 

Canadian Pre-Hung Doors Ltd., Fonthill—R. M. 
Niagara 

Cancade Cabinets Ltd., Thunder Bay—D. Thunder Bay 

Cardinal Kitchens Ltd., London—Middlesex C. 

Carinci & Sons Kitchen Cupboard Makers, 
Toronto—Metro Toronto 

James Carlin Furniture Co., Toronto—Metro Toronto 

Carmen Claudel, Lion’s Head—Bruce C. 

Carpano Exclusive Kitchens & Interiors, 
Toronto—Metro Toronto 

Cartwright Builders Supplies Ltd., North Bay—D. 
Nipissing 

Casselman Woodcraft Co., Casselman—Prescott & 
Russell C. 

Cayouette Cabinets, Moonbeam—D. Cochrane 

Centennial Kitchens, Scarborough—Metro Toronto 

Jack Chapman Woodwork Ltd., Kingston—Frontenac C. 


Decor Kitchens Mfg. Co., Toronto—Metro Toronto 
Deluca Construction Co. Ltd., Amherstburg—Essex C. 
Deluxe Woodwork Ltd., Windsor—Essex C. 

De Man Construction Inc., Mississauga—R. M. Peel 
A. Denouden, Trenton—Hastings C. 

DeVries Woodworking, Georgetown—R. M. Halton 
Dick’s Carpentry Ltd., Brampton—R. M. Peel 
Dinardo Woodwork Ltd., Toronto—Metro Toronto 
Stan Dolyny Ltd., Fort Frances—D. Rainy River 
Dominion Cabinet Makers, Windsor—Essex C. 


Kitchen Cabinet and Vanity Industry (Cont'd) 


Doncaster Woodworking, Thornhill—R. M. York 

Dove Designs, Thornhill—R. M. York 

Dove Haven Custom Woodwork Ltd., Weston—Metro 
Toronto 

Dow Dall Millwork Ltd., North Bay—D. Nipissing 

Downsview Woodworking Ltd., Mississauga—R. M. 
Peel 

Emery Dubeau Custom Carpentry Inc., Perkins 
Field—Simcoe C. 

Durham Custom Installations, Oshawa—R. M. 
Durham 


Durham Precision Cabinets Ltd., Bowmanville—R. M. 


Durham 
Dutch Craft Kitchens Ltd., Morewood—Stormont, 
Dundas & Glengarry C. 


E. & H. Millwork Ltd., Arnprior-—Renfrew C. 

L.P. Ebenisterie Woodworking, Casselman—Prescott 
& Russell C. 

W.H. Ellinger Ltd., Pickering—R. M. Durham 

Elmwood Kitchens Ltd., St. Catharines—R. M. 
Niagara 

Errington Lumber Co. Ltd., Geraldton—D. Thunder 
Bay 

Espanola Woodworks, Ltd., Espanola—D. Manitoulin 

Europa Cabinet Makers Ltd., Windsor—Essex C. 


F & M Lakehead Ltd., Thunder Bay—D. Thunder Bay 


General Millwork & Supply Co. Ltd., 
Guelph—Wellington C. 

General Woodworking Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 

Gerry's Custom-Built Kitchens & Vanities, 
Navan—R. M. Ottawa-Carleton 

Gerry's Custom Kitchens and Furniture, 
Shelborne—Dufferin C. 

Gervan Custom Bldgs. and Woodworking Ltd., 
Kingston—Frontenac C. 

Nick Giacalone Woodworking, Toronto—Metro 
Toronto 

Don Gill Custom Cabinet-Making Ltd., 
Collingwood—Simcoe C. 

Glendon Contract Interiors Ltd., Toronto—Metro 
Toronto 

Gligoric Wood Products, Toronto—Metro Toronto 

Grant Carpentry Ltd., St. Catharines—R. M. Niagara 


Habit Custom Woodwork, Kanata—R. M. 
Ottawa-Carleton 

Hanbury and Mehagan Construction and Cabinets, 
Thunder Bay—D. Thunder Bay 

Hanover Kitchens (Canada) Ltd., Hanover—Grey C. 

Han Van Pelt, Perth—Lanark C. 

Heritage Wood Products, Oakville—R. M. Halton 

Herner Wood Products Ltd., Baden—R. M. Waterloo 

Heyme’s Wood Products Ltd., Amherstburg—Essex C. 

H.G. Designs Ltd., Ajax—R. M. Durham 

Hildebrand Kitchen Cabinets Ltd., 


Paul Fairfield Construction Ltd., Deep River—Renfrew C. Fergus—Wellington C. 


Fairway Kitchen Cabinets, Windsor—Essex C. 

Falcon Carpentry, Toronto—Metro Toronto 

A. Fanti Ltd., Thunder Bay—D. Thunder Bay 

Fast Cabinet Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Harry Felka Wood Products Ltd., Waterloo—R. M. 
Waterloo 

Fex Bldg. Ltd., Blezard Valley—R. M. Sudbury 

Fiore Cabinets, Sault Ste. Marie—D. Algoma 

Five-Lite Industries Ltd., Picton—Prince Edward C. 

Fleet-Wood Cabinets Ltd., Dorchester—Middlesex C. 

Florida Kitchens, Toronto—Metro Toronto 

Fontana Interior Design & Woodwork, 
Windsor—Essex C. 

Frederick Woodworking, Powassan—D. Parry Sound 

Frendal Prefab Kitchen Ltd., Toronto—Metro Toronto 


G. & G. Woodworking, Scarborough—Metro Toronto 

G. & P. Carpentry, Brighton—Northumberland C. 

G.V. Design, Burlington—R. M. Halton 

Gabriele Bros. Cabinet Makers & Millwork, 
Windsor—Essex C. 

Garvey Woodcraft, Ottawa—R. M. Ottawa-Carleton 

Gateway Bldg. & Supply Ltd., Thunder Bay—D. 
Thunder Bay 

Gebel Cabinets Ltd., Lucan—Middlesex C. 


Holiday Kitchens (Ontario) Ltd., Toronto—Metro 
Toronto 

Homarc Woodwork Ltd., Toronto—Metro Toronto 

Homeworthy Products Ltd., Thornhill—R. M. York 

Honel Construction Co. Ltd., Sudbury—R. M. 
Sudbury 

House Component Systems Ltd., Tecumseh—Essex C. 

The House ‘‘Doc’’, Thunder Bay—D. Thunder Bay 

House of Kitchens Ltd., London—Middlesex C. 

House of Wood (Pembroke) Ltd., 
Pembroke—Renfrew C. 

Hudson Kitchen Mfg. Co. Ltd., Concord—R. M. York 


|. & B. Cabinet Makers, Windsor—Essex C. 

Ideal Woodcraft, Niagara Falls—R. M. Niagara 

Imperial Kitchens Ltd., Orangeville—Dufferin C. 

D.A. Innes Custom Carpentry, Toronto—Metro 
Toronto 

Intercity Custom Carpentry of Thunder Bay, Thunder 
Bay—D. Thunder Bay 

International Cabinet Ottawa Ltd., Ottawa—R. M. 
Ottawa-Carleton 

International Countertops Ltd., Downsview—Metro 
Toronto 

Irpinia Carpentry Ltd., Toronto—Metro Toronto 

ltalia-Cabinet Makers, Windsor—Essex C. 
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Kitchen Cabinet and Vanity Industry (Cont'd) 


J.F. Woodworks Ltd., Cookstown—Simcoe C. 

J.S. Woodcraft, Oshawa—R. M. Durham 

Karl Jenson Custom Room Dividers & Cabinet Work, 
St. Catharines—R. M. Niagara 

John’s Woodworking, Windsor—Essex C. 


H.P. Kasch Custom Cabinet Making, North Bay—D. 
Nipissing 
Ed Kaun & Sons Ltd., Fort Frances—D. Rainy River 
Ken’s Cabinets Ltd., Brantford—Brant C. 
Killick Woodworking Ltd., Cambridge—R. M. 
Waterloo 
Kingsway Counter Tops Ltd., Concord—R. M. York 
Kitchenart, Downsview—Metro Toronto 
The Kitchen Centre, Mississauga—R. M. Peel 
St. Catharines—R. M. Niagara 
Kitchen World, Ltd., Welland—R. M. Niagara 
Komfort Kitchens Ltd., Downsview—Metro Toronto 
Villy Kozar, Ottawa—R. M. Ottawa-Carelton 
R.G. Kress Woodcraft, Petersburg—R. M. Waterloo 
Krupp Woodworking Ltd., Beeton—Simcoe C. 


L & S Cabinets of Komoka Ltd., Komoka—Middlesex C. 


Lake Scugog Lumber & Coal Co. Ltd., Port 
Perry—R. M. Durham 

L. Lamarche Cabinet Maker & Furniture, 
Sudbury—R. M. Sudbury 

Lamwood Cabinets Ltd., Belleville—Hastings C. 

Lang Enterprises Ltd., Stratford—Perth C. 

Louis L’Artisan, Bourget—Stormont, Dundas & 
Glengarry C. 

La Sorda Cabinets and Furniture, Windsor—Essex C. 

John Laurysen Ltd., Stittsville—R. M. 
Ottawa-Carleton 

John Leblanc, Contractor, Brantford—Brant C. 

J.R. Leduc Ltd., Crysler-—Stormont, Dundas & 
Glengarry C. 

Little’s Woodcraft Ltd., LaSalle—tssex C. 

S. Lotysz & Sons Construction Ltd., Thunder Bay—D. 
Thunder Bay 

Luke’s Carpentry Shop, Guelph—Wellington C. 


M.D. Carpentry Ltd., Ottawa—R. M. Ottawa-Carleton 
Maclachlan Lumber Co. Ltd., Kingston—Frontenac C. 
Harry Manko, Thunder Bay—D. Thunder Bay 
Marcan Wood Specialties Co., Markham—R. M. York 
John Mark Callender Inc., Lanark—Lanark C. 
Martin’s Millwork Ltd., Brampton—R. M. Peel 
Mavwood Products Ltd., Scarborough—Metro 
Toronto 
McKinney Lumber Co. Ltd., Woodstock—Oxford C. 
McLean Woodworking Ltd., Lindsay—Victoria C. 
McLean Woodworking Co., Brockville—Leeds & 
Grenville C. 


Menelly Carpentry & Electric Ltd., 
Collingwood—Simcoe C. 

Merrickville Woodworkers Ltd., Merrickville—Leeds & 
Grenville C. 

Met Woodworking Enterprises Ltd., Sarnia—Lambton C. 

Mino Millwork, Georgetown—R. M. Halton 

Mirolin Industries Inc., Markham—R. M. York 

Mississauga Handyman Service Ltd., 
Mississauga—R. M. Peel 

Model Woodwork, Ltd., Milliken—R. M. York 

John Molloy Furniture, Toronto—Metro Toronto 

Montero Wood Patterns & Custom Cabinets Ltd. , 
Kitchener—R. M. Waterloo 

Mowad General Construction Ltd., 
Leamington—Essex C. 

Murdoch’s Wood Products, Arnprior—Renfrew C. 

Murray’s Custom Kitchens Ltd., Bracebridge—D. M. 
Muskoka 


Naylor Kitchen Design Cabinets, Essex—Essex C. 

Neff Kitchen Manufacturers Ltd., Brampton—R. M. 
Peel 

Niagara Artcraft Woodwork Co. Ltd., Niagara 
Falls—R. M. Niagara 

Nino’s Custom Cabinets Ltd., Scarborough—Metro 
Toronto 

Evan Noack Carpentry, Trenton—Hastings C. 

Norco Cabinets & Supply Co., Thunder Bay—D. 
Thunder Bay 

Nordwood Cabinet, Kapuskasing—D. Cochrane 

Normac Kitchens Ltd., Thornhill—R. M. York 

North Bay Woodwork Ltd., North Bay—D. Nipissing 

Nor Will Mfg. Co. Ltd., Weston—Metro Toronto 

Nu-Way Kitchens, Guelph—Wellington C. 


Oakwood Cabinets, Niagara Falls—R. M. Niagara 

Oesch Woodworking, Clinton—Huron C. 

Olympia Cabinets K-W Ltd., Waterloo—R. M. 
Waterloo 

Olympia Wood Craft, Windsor—Essex C. 

Olympic Kitchen Corp. Scarborough—Metro Toronto 

Omer’s Cabinet’s Field—D. Nipissing 

Ontario Cabinet Makers Ltd., Windsor—Essex C. 

Orangeville Kitchens Ltd., Shelburne—Dufferin C. 


Parkway Kitchens Ltd., Brampton—R. M. Peel 

Pasqualotto Woodcraft Inc., Windsor—€ssex C. 

Paul’s Quality Woodcraft Ltd., Sudbury—R. M. 
Sudbury 

Payne Sash & Door Ltd., 
Peterborough—Peterborough C. 

Bob Peake Wood Products, Belleville—Hastings C. 

Peninsula Woodworking Ltd., Smithville—R. M. 
Niagara 

Penny Lumber & Trim Ltd., Bolton—R. M. Peel 

Dale Perusse Ltd., Fort Frances—D. Rainy River 


Kitchen Cabinet and Vanity Industry (Cont'd) 


Peterborough Lumber Ltd., 
Peterborough—Peterborough C. 

Petersen’s Cabinets & Home Improvements, Thunder 
Bay—D. Thunder Bay 

Pevee Wood Products Ltd., Sarnia—Lambton C. 

Al Picard Cabinets Ltd., North Bay—D. Nipissing 

Joseph Piribauer, Kingston—Frontenac C. 

Piruzza Woodcraft, Windsor—Essex C. 

E.C. Poisson Lumber Ltd., Windsor—Essex C. 

Polman Cabinet Ltd., Niagara Falls—R. M. Niagara 

Port Elgin Cabinet Makers Ltd., Port Elgin—Bruce C. 

Prestige Woodcraft Ltd., Toronto—Metro Toronto 

Preston Bldg. Supplies Ltd., Cambridge—R. M. 
Waterloo 

Prima Chrome Furniture Co. Ltd., Toronto—Metro 
Toronto 

Pringle Custom Woodworking Ltd., Kitchener—R. M. 
Waterloo 

Mario Prodan General Woodworking & Carpentry, 
Mississauga—R. M. Peel 

Progressive Wood Design Ltd., Barrie—Simcoe C. 

Provincial Carpentry, Nepean—R. M. Ottawa-Carleton 


Quality Tops & Kitchens Ltd., Concord—R. M. York 

Quality Woodworking Co. Ltd., Downsview—Metro 
Toronto 

Quintus Kitchens & Carpentry Ltd., 
Komoka—Middlesex C. 


R.C.H. Kitchen Cabinets, Oshawa—R. M. Durham 

R.G. Kress Woodcraft, Petersburg—R. M. Waterloo 

R.G. & D.H. Holdings Ltd., Waterloo—R. M. 
Waterloo 

R.H. Cabinet Co. Ltd., Oshawa—R. M. Durham 

Raywal Ltd., Thornhill—R. M. York 

Ready Wood Products Ltd., Lindsay—Victoria C. 

Regency Interiors, Scarborough—Metro Toronto 

R.J. Reinke & Sons Ltd., Eganville—Renfrew C. 

Rich-Wood Kitchens Ltd., London—Middlesex C. 

Rigel Woodworking Ltd., Toronto—Metro Toronto 

Rio Custom Cabinets & Supplies Ltd.., 
Sudbury—R. M. Sudbury 

Riverin Wood Products Ltd., Waterdown—R. M. 
Hamilton-Wentworth 

Riviera Kitchen Co. Ltd., Toronto—Metro Toronto 

Rizzo’s Home Improvements, Thunder Bay—D. 
Thunder Bay 

Robbillard Custom Cabinets & Stairs Ltd., 
Arnprior—Renfrew C. 

Robertson & Morrison, Ottawa—R. M. 
Ottawa-Carleton 

Rollins Lumber Ltd., Foxboro—Hastings C. 

Rosetown Cabinet Makers, Richmond Hill—R. M. 
York 

Royal Kitchen Cabinets Ltd., Toronto—Metro Toronto 


Lag 


Roy-Lyn Cabinets Ltd., Tavistock—Perth C. 


Harold B. Salsbury, Kingston—Frontenac C. 

Saltfleet Wood Products, Fruitland—R. M. 
Hamilton-Wentworth 

Sanderson-Harold Co. Ltd., Downsview—Metro 
Toronto 

Sarnia Cabinets Ltd., Sarnia—Lambton C. 

Schaefer Cabinets Ltd., Lambeth—Middlesex C. 

Kurt Scheib Construction, London—Middlesex C. 

Sherk Lumber Ltd., Port Colborne—R. M. Niagara 

The Shop Custom Cabinets Ltd., Belle River—Essex C. 

Silhouette Cabinet Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Simcoe Cabinet Works, Sudbury—R. M. Sudbury 

Sims Custom Woodworking, Sault Ste. Marie—D. 
Algoma 

Sloan & Sons Woodwork Ltd., Niagara Falls—R. M. 
Niagara 

Soo Mill and Lumber Co. Ltd., Sault Ste. Marie—D. 
Algoma 

Space 3 Design Cabinet Mfrs. Ltd., Markham—R. M. 
York 

Hans Splinter, Kingston—Frontenac C. 

Square H Woodwork Ltd., Tecumseh—Essex C. 

Stello Furniture Mfg., Toronto—Metro Toronto 

A. Steve Woodwork Ltd., Rexdale—Metro Toronto 

James C. Stitchman, Pembroke—Renfrew County 

Storform Industries Ltd., Concord—R. M. York 

Sturdi-Bilt Wood Products Limited, Markham—R. M. 
York 

Superior Cabinet Works, Leamington—Essex. C. 

Superior Lumber Co. Ltd., Thunder Bay—D. Thunder 
Bay 

John Sustersic Enterprises Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 

Sutton Kitchen Mfg. Ltd., Sutton—R. M. York 


T.E. Cabinets Ltd., Stittsville—R. M. Ottawa-Carleton 

T.M. Construction, Toronto—Metro Toronto 

Taba’s Woodwork Ltd., Windsor—Essex C. 

Technical Woodwork, Belleville—Hastings C. 

Teno’s Wood Products Ltd., Picton—Prince Edward C. 

R. Tobien, Maple—R. M. York 

Tom’s Woodwork, Windsor—E€ssex C. 

Tony’s Cabinets, Thunder Bay—D. Thunder Bay 

Tops in Kitchens, Toronto—Metro Toronto 

Tower Kitchen Cabinets Ltd., Toronto—Metro Toronto 

Tralee Kitchens Ltd., Listowel—Perth C. 

Trealout General Construction, La Salle—Essex C. 

Trenco Design Cabinets Ltd., Scarborough—Metro 
Toronto 

Triplast Mfg. Co. Ltd., Toronto—Metro Toronto 

Troy Woodworking Ltd., Waterloo—R. M. Waterloo 

Turn of the Century Wood Products, Windsor—Essex C. 

Twilight Industries Ltd., Picton—Prince Edward C. 


Kitchen Cabinet and Vanity Industry (Cont'd) 


Unique Laminated Kitchens Ltd., Milton—R. M. 
Halton 

United Co-operatives of Ontario, Lindsay—Victoria C. 

United Woodworking Ltd., Scarborough—Metro 
Toronto 


Valtenbergs Woodwork, Toronto—Metro Toronto 

Van Craft Wood Products Ltd., Brantford—Brant C. 

Van Den Brink Carpentry, Oak Ridges—R. M. York 

Han Van Pelt, Perth—Lanark C. 

Victoria Custom Cabinets Inc., New Hamburg—R. M. 
Waterloo 

Village Cabinet Making, Nipissing—D. Parry Sound 


Wallaceburg Woodcraft Ltd., Wallaceburg—Kent C. 

Jim Walter Bldg. Products Ltd., Barrie—Simcoe C. 

Warkworth Lumber Co. Ltd., 
Warkworth—Northumberland C. 

Waterford Cabinets Ltd., Nanticoke—R. M. 
Haldimand-Norfolk 

C.J. Weber, Owen Sound—Grey C. 

Weber Cabinets Ltd., Thorndale—Middlesex C. 

Weins Quality Cabinets Ltd., St. Catharines—R. M. 
Niagara 

Welland Lumber & Builders Supplies Ltd., 
Welland—R. M. Niagara 

West Side Kitchens & Bldg. Centre Ltd., St. 
Catharines—R. M. Niagara 

Willy’s Kitchens & Woodwork, Staynor—Simcoe C. 

Ron Wilson Woodworking Ltd., Alliston—Simcoe C. 

Windmill Cabinet Shop Ltd., Chatham—kent C. 

Windsor Cabinet Makers, Windsor—Essex C. 

Windsor Lumber Co. Ltd., Windsor—Essex C. 

John Wink Ltd., Waterloo—R. M. Waterloo 

Win-Wood Mfg. Ltd., Dryden—D. Kenora 

Wood Craft Cabinets, Hamilton—R. M. 
Hamilton-Wentworth 

The Woodshop Inc., Penetanguishene—Simcoe C. 

Woodmaster Products Ltd., Niagara Falls—R. M. 
Niagara 

The Woodshed, Simcoe—R. M. Haldimand-Norfolk 

Woody Woods Ltd., Hearst—D. Cochrane 


York Kitchen Equipment Ltd., Weston—Metro 
Toronto 
Yvan’s Cabinet Shop, Timmins—D. Cochrane 


W. Zawyrucha Builder, Windsor—€ssex C. 
Zdrale Custom Woodwork, Toronto—Metro Toronto 
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WOODEN BOX AND PALLET INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


| 2560 
| 
ABACA Industries Ltd., Mississauga—R. M. Peel Dearling Wood Products Ltd., Weston—Metro 
A.B.A.C.A. Industries, Bowmanville—R. M. Durham Toronto 
A &H Pallet Co. Ltd., Milliken—R. M. York Ovila Desroches, Penetanguishene—Simcoe C. 
Adian Materials Handling Ltd., Toronto—Metro Dixon Roof Truss & Bldg. Components Ltd. 
Toronto Fergus—wWellington C. 
Bradford—Simcoe C. R.J. Dungey & Sons Ltd., Mitchell—Perth C. 


Alba Pallet Co. Ltd., Thornhill—R. M. York 
A.R.C. Industries Ltd., St. Catharines—R. M. Niagara .B. Eddy Forest Products Ltd., Timmins—D. 


Dashwood—Huron C. Cochrane 
Essex—Essex C. Elgin Lumber and Packaging Corp. Ltd., 
Port Colborne—R. M. Niagara Lambeth—Middlesex C. 
Asher Mfg. Ltd., Chatham—kent C. Erie Flooring & Wood Products Ltd., West 
Auto Pallets-Boxes Ontario Ltd., Waterdown—R. M. Lorne—Elgin C. 


Hamilton-Wentworth 
Faragher Lumber, Fort Frances—D. Rainy River 


Barco Material Handling, Fergus—Wellington C. Norman A. Faucher Ltd., Amherstburg—Essex C. 

J.E. Barden, Eden Mills—Wellington C. Ficks Forest Products, Simcoe—R. M. 

H.A. Baxter Mfg. Ltd., Rexdale—Metro Toronto Haldimand-Norfolk Fielding Lumber Co. Ltd., 

Bentlea Holding Corp., Woodstock—Oxford C. Copper Cliff—R. M. Sudbury 

Binbrook Wood Products Ltd., Haldimand—R. M. Findlay Pallet Co. Ltd., Chesley—Bruce C. 

Haldimand-Norfolk Flexible Handling Co. Ltd., Weston—Metro Toronto 
Boire & Verch Construction Ltd., Pembroke—Renfrew C. The Forest Basket Co. Ltd., Forest—Lambton C. 
“ition Lumber Ltd., Bracebridge—D. M. Foymount Industries Ltd., Foymount—Renfrew C. 
uskoka 

Brent Packaging Ltd., Mississauga—R. M. Peel Py Pee 

Brouwer Wood Products Ltd., Keswick—Simcoe C. rtd Fae a ueoat Pecuanet 

Butler & Baird Lumber Ltd., Aurora—R. M. York T.G. Gale Ltd. Oshawa—R. M_ Durham 
Glenholme ARC Industries Ltd., Oshawa—R. M. 


Canada Buff, Bothwell—Kent C. 
Canada Case Co. Ltd., Brighton—Northumberland C. 
Century Mill Industrial Lumber Ltd., 

Stouffville—R. M. York 


Durham 
Guelph Pallet Co., Guelph—Wellington C. 


Charuk Wood king Ltd., Port Ib a aa H&K Woodworking ia;, Locust Hill—R. M. York 
ea mye ee a le Harold E. Hallett, St. Catharines—R. M. Niagara 

Clark Pallet Industries, West Lincoln—R. M. Niagara  “amilton Pallet Company Ltd., Hamilton—R. M. 

Colonial Wood Products Inc., Cambridge—R. M. Hamilton-Wentworth ' 
Waterloo Hawkesville Lumber Ltd., Hawkesville—R. M. 
Brantford—Brant C. Waterloo 

G.H. Condrad Lumber, Trout Creek—D. Parry Sound _‘Hergott Industries Ltd., St. Clements—R. M. 

Cooper Lumber Ltd., Bloomfield—Prince Edward C. Waterloo se 

Corneau & Sons Pallet & Box Co., Bradford—Simcoe C. J. G. Hicks Co. Ltd., Mississauga—R. M. Peel 
Waterloo Halton . 

Coughlin Forest Prodiicts Ltd., Huntsville Planing Mills Ltd., Huntsville—D. M. 
Norwood—Peterborough C. Muskoka . 

Country Wood Products Ltd., Cambridge—R. M. Huntsville Timber Products Ltd., Huntsville—D. M. 
Waterloo Muskoka 

Alex Crowell, Bothwell—Kent C. Hupaco Wood Products Ltd., Ajax—R. M. Durham 

Custom Crating, Goderich—Huron C. 

Geo J. Cyr, Welland—R. M. Niagara Industrial Pallets Ltd., Wallaceburg—Kent C. 
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Wooden Box and Pallet Industry (Cont'd) 


Innes Wood Mfg. Ltd., Simcoe—R. M. 
Haldimand-Norfolk 

International Cooperage Co. of Canada Ltd., Niagara 
Falls—R. M. Niagara 

lroquois Enterprises, Iroquois—Stormont, Dundas & 
Glengarry C. 


G. C. Jackman Pallets Ltd., Thamesville—Kent C. 


Kenanson Sales Ltd., Paris—Brant C. 

Kenex Mfg. Ltd., Mississauga—R. M. Peel 

Klages Lumber & Feeds, Mindemoya—D. Manitoulin 
Kohen Box Co. (Windsor) Ltd., Windsor—Essex C. 


Lendvay Wood Products Ltd., Milton—R. M. Halton 

Lincoln Wood Products Ltd., Beamsville—R. M. 
Niagara 

Lindsay Custom Pallets, Lindsay—Victoria C. 

Lion Fabricating Co., Wiarton—Bruce C. 

Little D Products Ltd., Cambridge—R. M. Waterloo 

Livingston Industries Ltd., Tillsonburg—Oxford C. 
Hagersville—R. M. Haldimand-Norfolk 

Lunenburg Industries Ltd., Long Sault—Stormont, 
Dundas & Glengarry C. 


M. & M. Pallets Ltd., Ingersoll—Oxford C. 

Macdermid Investments Ltd., Watford—Lambton C. 

Mar-cos Pallets Ltd., Windsor—Essex C. 

G. H. Marshall & Son Lumber, Haldimand—R. M. 
Haldimand-Norfolk 

Martin's Window & Woodworking (Niagara) Ltd., 
Niagara Falls—R. M. Niagara 


G. W. Martin Wood Products Ltd., Tweed—Hastings C. 


McLean Woodworking Co., Brockville—Leeds & 
Grenville C. 

Gordon McNabb, Shallow Lake—Grey C. 

Gordon McNabb Pallet Mfg. Ltd., Hepworth—Bruce C. 

E.R. Merrill Holdings Ltd., 
Campbellford—Northumberland C. 

Morello Mfg. Co. Ltd., Mitchell—Perth C. 

Multi-Pallet Ltd., Mississauga—R. M. Peel 


National Shuffleboard and Mfg. Ltd., 
Goderich—Huron C. 


Nelson Wood Products (1978) Ltd., Wheatley—Kent C. 


Nelson Wood Products Ltd., Gravenhurst—D. M. 
Muskoka 


Oakville Wood Specialties Ltd., Oakville—R. M. 
Halton 
Beamsville—R. M. Niagara 

Ontario Pallet Ltd., Milton—R. M. Halton 

Orlando Lumber Ltd., Welland—R. M. Niagara 


Parry Sound Pallets Ltd., Parry Sound—D. Parry 
Sound 
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Pataan Enterprises Ltd., London—Middlesex C. 
Charles Pfeifer, West Lorne—Elgin C. 
Port Elgin Cabinet Makers Ltd., Port Elgin—Bruce C. 


Republic Packaging of Canada Ltd., Concord—R. M. 
York 

H.J. Renvers & Sons Woodworking Ltd., 
Athens—Leeds & Grenville C. 

Revard’s Sawmill & Bldgs. Supply Co. Ltd., 
Chatham—kent C. 


R.A. Scott Wood Products Ltd., Hamilton—R. M. 
Hamilton-Wentworth 
Sherk Lumber Ltd., Port Colborne—R. M. Niagara 
Shur-Way Industries Inc., Ayr—R. M. Waterloo 
Source Industries, Cornwall—Stormont, Dundas & 
Glengarry C. : 
Southern Wood Products Ltd., Petrolia—Lambton C. 
Sparkle Pallet Ltd., St. Catharines—R. M. Niagara 
Speedy Pallet & Box Co., Downsview—Metro Toronto 
Stad Manufacturers Ltd., Beamsville—R. M. Niagara 
Stroud Wood Products Ltd., Thornton—Simcoe C. 
Superior Lumber Co. Ltd., Thunder Bay—D. Thunder 
Bay 


Three Star Lumber Ltd., Huntsville—D. M. Muskoka 

Thunderwood Cutting of Canada Ltd., Thunder 
Bay—D. Thunder Bay 

Timberline Wood Products (Windsor) Ltd., 
Windsor—tssex C. 

Towerline Wood Products Ltd., 
Dorchester—Middlesex C. 

Turkstra Lumber Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 


Vineland Growers Co-operative Ltd., Lincoln-R. M. 
Niagara 


Welbeck Sawmill Ltd., Durham—Grey C. 

Welland Lumber & Builders Supplies Ltd. , 
Welland—R. M. Niagara 

Wellington Lumber & Supply Ltd., 
Fergus—Wellington C. 

Wellington Wood Products (1972) Ltd., Mount 
Forest—Wellington C. 
Ruthven—Essex C. 

Whitefish Pallet Co. Ltd., Whitefish—D. Sudbury 

Wilberforce Veneer and Planing Mill, 
Wilberforce—Haliburton C. 

Glen Williams, Burgessville—Oxford C. 

M. R. Willits & Associates, Woodstock—Oxford C. 

Windsor Pallet Ltd., Walkerville—tssex C. 


York Material Handling Systems Ltd., York—R. M. 
Haldimand-Norfolk 


Zurich Wood Products Ltd., Zurich—Huron C. 


COFFIN AND CASKET INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
2580 


|A. F. Campbell & Son Ltd., Arnprior—Renfrew C. 


Diamond Wood Products Ltd., Alliston—Simcoe C. 
‘Dominion Mfg. Ltd., Oakville—R. M. Halton 

Five-Lite Industries Ltd., Picton—Prince Edward C. 
|Foymount Industries Ltd., Foymount—Renfrew C. 


The Harriston Casket Co. Ltd., Harriston—Wellington C. 
ingersol Casket Co. Ltd., Ingersoll—Oxford C. 
/Mount Forest Caskets Ltd., Mount Forest—Wellington C. 
Northern Casket Co. Ltd., Lindsay—Victoria C. 


‘Sterling Caskets Co. Ltd., Rexdale—Metro Toronto 
'M. J. Stoddart Ltd., Woodville—Victoria C. 


Twilight Industries, Ltd., Picton—Prince Edward C. 


| 
| 
| 
q 
| 
| 
| 


| WOOD PRESERVING INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
2591 


Bay Wood Processing Ltd., Thunder Bay—D. Thunder 
Bay 


Domtar Chemicals Ltd., Trenton—Hastings C. 


G. W. Martin Lumber Ltd., Kirkland Lake—D. 
Timiskaming 


Northern Wood Preservers Ltd., Thunder Bay—D. 
Thunder Bay 


Ontario Pressure-Treated Wood Ltd., 
Bancroft—Hastings C. 
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WOOD TURNING INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


2592 
A & D Woodturning, Thornhill—R. M. York Rettinger Bldg. Supplies Ltd., Cambridge—R. M. 
Alexandria Sash & Door Co. Ltd., Waterloo 


Alexandria—Stormont, Dundas & Glengarry C. 
Amber Stairways Inc., St. Catharines—R. M. Niagara _R.. A. Scott Wood Products Ltd., Hamilton—R. M. 


Annor Wood Products Ltd., Waterloo—R. M. Hamilton-Wentworth 
Waterloo Shosenberg Enterprises Ltd., Fenelon Falls—Victoria C. 
Skinder Brothers Ltd., Stoney Creek—R. M. 
Britannia Woodmoulding Co. Ltd., Hamilton-Wentworth 
Mississauga—R. M. Peel Steve’s Woodturning Co. Ltd., Downsview—Metro 
M. Bottoset & Son Ltd., Windsor—€ssex C. Toronto 
Burtscher Stairs, Willowdale—Metro Toronto E. G. Sweet Ltd., Downsview—Metro Toronto 


Canada Spool & Bobbin Co. Ltd., Walkerton—Bruce C. Glen Williams, Burgessville—Oxford C. 
The Canada Wood Specialty Co. Ltd., Orillia—Simcoe C. 
Chaldry Woodworking, Norwood—Peterborough C. 


Elgin Handles Ltd., St. Thomas—Elgin C. 

Erie Wood Products Ltd., Aylimer—Elgin C. 

Ewing & Gregers Woodworking Ltd., 
Mississauga—R. M. Peel 


Ficks Forest Products, Simcoe—R. M. 
Haldimand-Norfolk 

Fielding Lumber Co. Ltd., Copper Cliff—R. M. 
Sudbury 


Hallman Carving Co. Ltd., Kitchener—R. M. Waterloo 
Hartwell Bros. Ltd., Walkerville—tssex C. 


Kakabeka Timber Ltd., Kakabeka Falls—D. Thunder 
Bay 
Kennedy Wood Products Ltd., Teeswater—Bruce C. 


John Leblanc, Contractor, Brantford—Brant C. 


Master Craft Wood Turnings Ltd., Kitchener—R. M. 
Waterloo 

Mississauga Woodturning Ltd., Mississauga—R. M. 
Peel 

Ernest Moore Ltd., Cambridge—R. M. Waterloo 


Nu-Style Woodworks Ltd., Toronto—Metro Toronto 


Oakville Wood Specialties Ltd., Oakville—R. M. 
Halton 


Parry Sound Wood Turners Ltd., Parry Sound—D. 
Parry Sound 

Pro-Woodworking Ltd., Downsview—R. M. Metro 
Toronto 
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Glengarry C. 
Accurate Engraving Ltd., Toronto—Metro Toronto 
A.R.C. Industries, Atikokan—D. Rainy River 


Acrylic Designs Ltd., Toronto—Metro Toronto 
Agincourt Straube Woodworking Co. Ltd., 

_ Scarborough—Metro Toronto 

‘Ajax Engineers Ltd., Toronto—Metro Toronto 


Allin Cable Reels Ltd., Bowmanville—R. M. Durham 


Aluminum Mold & Pattern Inc., Downsview—Metro 
— Toronto 

Antanow Enterprises Ltd., Brantford—Brant C. 

Art Plaque Ltd., Downsview—Metro Toronto 

Atlas Pattern Works Ltd., Windsor—tssex C. 


B. & G. Sulky Shaft Ltd., Stratford—Perth C. 

Basic Sections Ltd., Kilworthy—D. M. Muskoka 

Basil Custom Framing, Toronto—Metro Toronto 

'Baycrest Lodge, Marina & Yard, 

_ Demorestville—Prince Edward C. 

Bee-Care Supplies Ltd., Brantford—Brant C. 

Benotto Model & Pattern Ltd., Windsor—€ssex C. 

A. J. Biffis Ltd., Toronto—Metro Toronto 

Binkley Pattern & Machine, Kitchener—R. M. 
Waterloo 

Bonato Cabinets Ltd., Tecumseh—Essex C. 

Bon-A-Wood Industries Ltd., Alliston—Simcoe C. 

Brendaris Woodcrafts Ltd., Alliston—Simcoe C. 

Brown Pattern Works, Toronto—Metro Toronto 

-R. L. Burrows Signs, Elmira—R. M. Waterloo 

Burston Mfg. Co., Toronto—Metro Toronto 

Business Accessories Inc., Cambridge—R. M. 

Waterloo 

D. B. Butterworth, Guelph—Wellington C. 


The Canada Wood Specialty Co. Ltd., Orillia—Simcoe C. 


Canadian Fillers Ltd., Barrie—Simcoe C. 


Canadian Hot Tubs Inc., Kitchener—R. M. Waterloo 


Canadian Mantel & Stone Co. Ltd., 
Downsview—Metro Toronto 
Canadian Wire Brush Co., Barrie—Simcoe C. 


The Canadian Woodenware Co., St. Thomas—Elgin C. 


Canbar Products Ltd., Waterloo—R. M. Waterloo 

Carnarvon Lumber Ltd., Carnarvon—D. Manitoulin 

Cedar World Ltd., Parry Sound—D. Parry Sound 

Centennial Mould & Die Hamilton Ltd. , 
Hamilton—R. M. Hamilton-Wentworth 

Central Pattern Service Ltd., Guelph—Wellington C. 

Central Pattern Works Ltd., Thornhill—R. M. Peel 


_& T. Lamb Inc., Alexandria—Stormont, Dundas & 


The Acme Ruler Co. Ltd., Mount Forest—Wellington C. 


MISCELLANEOUS WOOD INDUSTRIES 


Statistics Canada 
Standard Industrial Classification 
2599 


W. A. Chrysler & Son, Chatham—kent C. 

N. Clancy Displays, Toronto—Metro Toronto 

Comfort Builder Supplies, Orleans—R. M. 
Ottawa-Carleton 

Compact Industries Ltd., Toronto—Metro Toronto 

Conklin Lumber Co. Ltd., Amherstburg—tssex C. 

Cosmos Pattern Co., Stoney Creek—R. M. 
Hamilton-Wentworth 

Crossley Patterns Ltd., Orillia—Simcoe C. 

M. A. Cuming Co. Ltd., Toronto—Metro Toronto 


Daly’s Pattern & Mold Works Ltd., Stoney 
Creek—R. M. Hamilton-Wentworth 

Daniel’s & Sons Signs, Kinmount—Victoria C. 

Davey Lumber & Bldg. Supplies Ltd., Stoney 
Creek—R. M. Hamilton-Wentworth 

Decorline Ltd., Newmarket—R. M. York 

H. R. Deyman, Coldwater—Simcoe C. 

Diamond Wood Products Ltd., Alliston—Simcoe C. 

Dominion Pattern Works, Hamilton—R. M. 
Hamilton-Wentworth 

Dot Pattern & Model Works Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Arthur A. Duguid Ltd., Oakville—R. M. Halton 

Dundas Pattern Co. (1975) Ltd., Dundas—R. M. 
Hamilton-Wentworth 

Dutch Canadian Spinning Wheel Co., Carleton 
Place—Lanark C. 


Erik Cabinets Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Eddy Match Co. Ltd., Pembroke—Renfrew C. 

Ekco Canada Ltd., Scarborough—Metro Toronto 

Emjay Pattern Works, Mississauga—R. M. Peel 

Ernie’s Signs Ltd., Sudbury—R. M. Sudbury 

Tom Evans, Woodworking and Upholstery, 
Inverary—frontenac C. 

T. Everden, Colborne—Northumberland C. 

Ewing & Gregers Woodworking Ltd., 
Mississauga—R. M. Peel 

Export Pattern Works Ltd., Weston—Metro Toronto 


Felton Brushes Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Finlandia Sauna of Canada Ltd., Toronto—Metro 
Toronto 

Frank Bldg. Supplies & Sales Ltd., Nepean—R. M. 
Ottawa-Carleton 

James Friar, Paisley—Bruce C. 


Miscellaneous Wood Industries (Cont'd) 


Gould Outdoor (Posters) Ltd., St. Catharines—R. M. 
Niagara 

Grimsby Custom Tooling Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 

Gudgeon Bros. Ltd., London—Middlesex C. 

Gudgeon Cabinets Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 


Hardy-Glenwood Products, Ltd., Barrie—Simcoe C. 

Stewart Hartshorn Ltd., Renfrew—Renfrew C. 

Henderson Recreation Equipment Ltd.., 
Norwich—Oxford C. 

Heritage Wood Products, Oakville—R. M. Halton 

E. Hespeler Store Fixture Ltd., Mississauga—R. M. 
Peel 

Hodgkinson Woodworking, Meaford—Grey C. 

Hy-Du-Plast Too! & Pattern Co. Ltd., 
Scarborough—Metro Toronto 


|. & B. Cabinet Makers, Windsor—Essex C. 

1.E.A. Models Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Industrial Models Ltd., Windsor—Essex C. 

Industrial Pattern & Model Co., Hamilton—R. M. 
Hamilton-Wentworth 


Industrial Pattern Services Ltd., Guelph—Wellington C. 


Jackson’s Display Signs Ltd., Toronto—Metro 
Toronto 
Jonlin Industries Ltd., Lindsay—Victoria C. 


Kakabeka Timber Ltd., Kakabeka Falls—D. Thunder 
Bay 

Keenan Industries Ltd., Owen Sound—Grey C. 

Kitchen Designs Unlimited, Rexdale—Metro Toronto 

Knights of Heraldry Ltd., Oakville—R. M. Halton 

Kohler Pattern Works, Haldimand—R. M. 
Haldimand-Norfolk 

Kotten Sorenson Ltd., Brantford—Brant C. 

Kraemer Woodcraft Ltd., St. Jacobs—R. M. Waterloo 


Lamply Mfg. Inc., London—Middlesex C. 

Laurence Display Studio Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Paul Leamen, Kenilworth—Wellington C. 

Lennox Snow Fence Co. Ltd., Napanee—Lennox & 
Addington C. 

Lida’s Creative Woodwork, Niagara Falls—R. M. 
Niagara 


London Venetian Blind Mfg. Ltd., London—Middlesex C. 


M & B Woodworking Ltd., Fenelon Falls—Victoria C. 

MacDonald Woodworking Ltd., Erin—Wellirigton C. 

MacMillan Bloedel Bldg. Materials Ltd., Nipigon—D. 
Thunder Bay 


Marcel’s Pattern Woodworking Ltd., Welland—R. M. 
Niagara 

Marino Mfg. Co., Downsview—Metro Toronto 

M.K. Martin Enterprise Inc., Elmira—R. M. Waterloo 

Master Patterns Ltd., Windsor—Essex C. 

Matthews Lumber Co. Ltd., Windsor—Essex C. 

McGale Ladder Mfg., Scarborough—Metro Toronto 

McLean Woodworking Co., Brockville—Leeds & 
Grenville C. 

McNicol Stevenson Ltd., Scarborough—Metro 
Toronto 

The Meaford Woodenwares Ltd., Meaford—Grey C. 

Gunther Mele (1976) Ltd., Brantford—Brant C. 

Metro Signs of Toronto Ltd., Toronto—Metro Toronto 

Michigan Maple Ltd., Sault Ste. Marie—D. Algoma 

Middleton Wood Sculptures, Brantford—Brant C. 

M. W. Miller & Sons Ltd., Eganville—Renfrew C. 

Modern Pattern Works Ltd., Scarborough—Metro 
Toronto 

Moldex Ltd., Barrie—Simcoe C. 

Montero Wood Patterns & Custom Cabinets Ltd. , 
Kitchener—R. M. Waterloo 

Montgomery Woodworking, Uxbridge—R. M. 
Durham 

Morris Patterns Ltd., Brantford—Brant C. 


Neptune Meters Ltd., Toronto—Metro Toronto 

Noble Empire Award Ltd., Brampton—R. M. Peel 

Noble Trophies Ltd., Mississauga—R. M. Peel 

Nook-N-Wood Products Inc., Kitchener—R. M. 
Waterloo 


Old Country Hot Tub Makers Inc., 
Mississauga—R. M. Peel 

Ontario Pattern Works Ltd., Mississauga—R. M. Peel 

Orion Veneers Ltd., Durham—Grey C. 

Ornamental Mouldings Ltd., Waterloo—R. M. 
Waterloo 

Oshawa Pattern & Model Ltd., Whitby—R. M. 
Durham 

Owen Sound Excelsior Products, Owen Sound— 
Grey C. 


Parkway Mfg. Ltd., Kitchener—R. M. Waterloo 

Pattern Engineering Co., Downsview—Metro Toronto 

John Paul Inc., Ayr—R. M. Waterloo 

Peninsula Patterns Inc., St. Catharines—R. M. 
Niagara 

Peterborough Sulky Ltd., 
Peterborough—Peterborough C. 

Pine Cave Wood Products Ltd., Sudbury—R. M. 
Sudbury 

Joseph Piribauer, Kingston—Frontenac C. 

Potts Pattern Ltd., Downsview—Metro Toronto 

Prost Cedar Products Ltd., Williamsburg—Stormont, 
Dundas & Glengarry C. 


| Miscellaneous Wood Industries (Cont'd) 


Quality Wood Products (Ontario) Ltd., 
_ Markham—R. M. York 


Al Ratz Woodworking, Neustadt—Grey C. 

Reliable Laminating Ltd., Milliken—R. M. York 

Roberts Co. (Canada) Ltd., Brampton—R. M. Peel 

Rubberset Co. (Can.) Ltd., Gravenhurst—D. M. 
Muskoka 


St. Catharines Pattern & Model Co., 
St. Catharines—R. M. Niagara 
E. R. St. Denis & Sons Ltd., Windsor—Essex C. 
_ Scotia Patterns Ltd., Mississauga—R. M. Peel 
_ Shosenberg Enterprises Ltd., Fenelon Falls—Victoria C. 
_ The Sign Shop, Oakville—R. M. Halton 
Silvaplex Ltd., Gravenhurst—D. M. Muskoka 
Smith's Falls Pattern Works, Ltd., Smith’s 
Falls—Lanark C. 
Smiths Inlaid Wooden Novelties, Gravenhurst—D. M. 
Muskoka 
Snell’s Cedar Products Ltd., Eganville—Renfrew C. 
_ Sound Pattern Works Co. Ltd., Owen Sound—Grey C. 
- Spoolon Mfg. Ltd., Cobourg—Northumberland C. 
- Stad Manufacturers Ltd., Beamsville—R. M. Niagara 
Standard Patterns Ltd., Toronto—Metro Toronto 
Stephens-Payne Pattern Co., Cambridge—R. M. 
Waterloo 
Stevens-Hepner Co. Ltd., Port Elgin—Bruce C. 
Strath Craft Ltd., Hyde Park—Middlesex C. 
Supply Luggage Co. Ltd., Toronto—Metro Toronto 


3-D Graphics Ltd., Barry’s Bay—Renfrew C. 

Timber Shoppe, Kingsville—tssex C. 

Tippet Signs Ltd., Scarborough—Metro Toronto 
Toronto Pattern Works Ltd., Toronto—Metro Toronto 
Toronto Wood Treating, Halton Hills—R. M. Halton 
Trophy Designs Ltd., Orillia—Simcoe C. 


Unique Wood Products, Burk’s Falls—D. Parry Sound 
Universal Pattern Co. Ltd., Cambridge—R. M. 
Waterloo 


Vari-Crafts, Pickering—R. M. Durham 

Veneercraft Ltd., Woodstock—Oxford C. 

Verkley’s Woodcraft, Thedford—Lambton C. 

H. Vetterli Pattern Works, Scarborough—Metro 
Toronto 


W. S. Custom Woodwork, Burlington—R. M. Halton 

Wallaceburg Woodcraft Ltd., Wallaceburg—Kent C. 

Walton Signs Ltd., Cambridge—R. M. Waterloo 

R. N. Waud & Son Ltd., St. Catharines—R. M. 
Niagara 

Weins Quality Cabinets Ltd., St. Catharines—R. M. 
Niagara 


PAs 


Wentworth Mould & Die Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

West, Taylor, Bickle and Co. Ltd., Norwich—Oxford C. 

M. R. Willits & Associates, Woodstock—Oxford C. 

Winchester-Western (Canada) Ltd., 
Cobourg—Northumberland C. 

A. F. Winkles, Brampton—R. M. Peel 

Woodcraft Co., Moffat—R. M. Halton 

Wood Patterns & Fibreglass Moulds, Toronto—Metro 
Toronto 

The Woodshop Inc., Penetanguishene—Simcoe C. 


HOUSEHOLD FURNITURE INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
2610 


A.R.C. Pine, Ajax—R. M. Durham 

A.R.H. Wood Products Ltd., Concord—R. M. York 

A R Woodworking Co. Ltd., Markham—R. M. York 

Acadian Frame & Woodworking Co. Ltd., 
Downsview—Metro Toronto 

Adex Designs Ltd., Concord—R. M. York 

Aida Custom Furniture Co., Weston—Metro Toronto 

Albion Furniture Design Inc., Rexdale—Metro Toronto 

Al’s Woodworking Ltd., Windsor—Essex C. 

Amber Custom Furniture Ltd., Mississauga—R. M. 
Peel 

J. Anderson Smith Co. Ltd., Newcastle—R. M. 
Durham 

Andy’s Cabinet Making Ltd., Gananoque—Leeds and 
Grenville C. 

Anthony’s Art Design Ltd., Toronto—Metro Toronto 

Appleby Custom Cabinets, Burlington—R. M. Halton 

Aprons & Legs Unlimited Inc., Markham—R. M. York 

Arax Scandinavian Furniture Mfg. Co.., 
Scarborough—Metro Toronto 

Arcese Bros. Furniture Ltd., Mississauga—R. M. Peel 

Arconas Corp., Mississauga—R. M. Peel 

Arnone Cabinet & Builders Supplies Ltd., Thunder 
Bay—D. Thunder Bay 

Art Craft Cabinets Ltd., Peterborough—Peterborough 

Louis L’Artisan, Bourget—Stormont, Dundas & 
Glengarry Counties 

Artisan Du Meuble, Ottawa—R. M. Ottawa-Carleton 

Artistic Furniture Ltd., Toronto—Metro Toronto 

Artistic Furniture Mfg. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Artwood Custom Furniture Ltd., Rexdale—Metro 
Toronto 

Atelier Arc Industries Ltd., Sturgeon Falls—D. 
Nipissing 


B & B Woodworking Co. Ltd., Halton Hills—R. M. 
Halton 

B & E Furniture Mfg. Co. Ltd., Weston—Metro 
Toronto 

B & S Furniture Mfg. Ltd., Toronto—Metro Toronto 

B. & V. Furniture Ltd., Concord—R. M. York 

Baetz Furniture Ltd., Kitchener—R. M. Waterloo 

Gimar Baliki, Ottawa—R. M. Ottawa-Carleton 

Bancliffe Contracting & Construction Ltd. , 
Toronto—Metro Toronto 

Baronins Woodworking & Contracting Ltd. ., 
Toronto—Metro Toronto 

Barrymore Furniture Co., Toronto—Metro Toronto 

Battistelli Industry Ltd., Weston—Metro Toronto 

B.C. Furniture Ltd., Gravenhurst—D. M. Muskoka 
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Bedford Bedding & Upholstery Co. Ltd., 
Toronto—Metro Toronto 

Berkeley Custom Woodworking, Toronto—Metro 
Toronto 

Alfred Bernier, Cabinet Maker, Iroquois Falls—D. 
Cochrane 

Bill’s Cabinet Shop, Hamilton—R. M. 
Hamilton-Wentworth 

Bingham & Canadian Custom Upholstering Ltd., 
Toronto—Metro Toronto 

Walter Blythe, Midland—Simcoe C. 

Bogdon & Gross Furniture Co. Ltd., 
Walkerton—Bruce C. 

Bolton Millwork Ltd., Downsview—Metro Toronto 

Bonell’s Upholstering, Refinishing and Furniture 
Repairs, North Bay—D. Nipissing 

G.J. Brack Creations Ltd.., 
Fraserville—Northumberland C. 
Fraserville—Peterborough C. 

Brandt’s Cabinet Shop, London—Middlesex C. 

W. Braun Wood Design Ltd., Gormley—R. M. York 

Brendaris Woodcrafts Ltd., Alliston—Simcoe C. 

Briggs Originals Inc., Peterborough—Peterborough C. — 

Bart Brown Custom Cabinets, Kemptville—Leeds & 
Grenville C. 

H. Buerger Cabinet & Carpentry Ltd., St. 
Catharines—R. M. Niagara 

Raymond Burka Designs Ltd., Toronto—Metro 
Toronto . 


Cameo Interiors Ltd., Willowdale—Metro Toronto | 
Canadian Craftsman Furniture Ltd., Barrie—Simcoe C. — 
Canadian Display & Custom Woodwork, : 
Mississauga—R. M. Peel | 
Canadian Pine Classics Ltd., Burlington—R. M. | 
Halton 
Canadian Pine Shop, Hastings—NorthumberlandC. 
Canadiana Woodworking Ltd., Weston—Metro 
Toronto 
Candesco Interiors Ltd., Agincourt—Metro Toronto 
Capital Woodworking Co. (Toronto) Ltd., 
Toronto—Metro Toronto 
Carisbrook Crawford Ltd., Collingwood—Simcoe C. 
James Carlin Furniture Co., Toronto—Metro Toronto 
Carriage House Interiors, Harrowsmith—Frontenac C. 
Casselman Woodcraft Co., Casselman—Prescott & 
Russell C. 
Cayouette Cabinets, Moonbeam—D. Cochrane 
Century Pine, Flesherton—Grey C. 
Chaldry Woodworking, Norwood—Peterborough C. 
J.C. Chartrant Cabinet Shop, Timmins—D. Cochrane 


Household Furniture Industry (Cont'd) 


Chatham-Kent Woodworking Ltd., Chatham—Kent C. 

City Chesterfield Frames Ltd., Toronto—Metro 
Toronto 

City Frame & Woodworking Co., Toronto—Metro 
Toronto 

Claude’s Mfg. & Upholstering Reg’d., 
Morewood—Stormont, Dundas & Glengarry 

Carmen Claudel, Lion’s Head—Bruce C. 

Josip Coholic, Home Renovating, Kirkland Lake—D. 
Timiskaming 

Ross Colby Cabinetmaking, Uxbridge—R. M. Durham 

College Woodwork, Oshawa—R. M. Durham 

Colombo Mfg. Ltd., Waterloo—R. M. Waterloo 

Colonial Cabinets & Millwork Ltd., Windsor—Essex C. 

Cook’s Custom Woodworking, Oshawa—R. M. 
Durham 

Concordian Chesterfield Co. Ltd., Concord—R. M. 
York 

Conestoga Chair Co. Ltd., Wingham—Huron C. 

Continental Furniture Inc., Brampton—R. M. Peel 

Coronet Furniture Mfg. Co. Ltd., Toronto—Metro 
Toronto 

Craft Wood Products, Scarborough—Metro Toronto 

Craftline Industries, Weston—Metro Toronto 

The Craftsman’s Circle Ltd., London—Middlesex C. 

Creative Custom Furnishings Ltd., Downsview—Metro 
Toronto 

Creative Design Ltd., Foymount—Renfrew C. 

Creative Wood Products Ltd., Paris—Brant C. 

Crema Cabinets Co. Ltd., Sault Ste. Marie—D. 
Algoma 

Crona Furniture Ltd., Weston—Metro Toronto 

Crown Kitchens Ltd., Concord—R. M. York 

Cudeskco Mfg. Ltd., Scarborough—Metro Toronto 

Custom Kitchens Ltd., Waterloo—R. M. Waterloo 

E.R. Custom Woodworking, Rexdale—Metro Toronto 


D & D Custom Furniture Ltd., Mississauga—R. M. 
Peel 

Danwood Products Ltd., Weston—Metro Toronto 

Deco Furniture Mfg. Ltd., Toronto—Metro Toronto 

Decor Wood Specialties Ltd., Weston—Metro Toronto 

Decorative Furniture Co., London—Middlesex C. 

De Jong Furniture Ltd., Brantford—Brant C. 

Sebastian De Lorenzis Custom Furniture Ltd., 
Cambridge—R. M. Waterloo 

Deltacrafts Mfg. Ltd., Georgetown—R. M. Halton 

Denwood Crafts Ltd., Downsview—Metro Toronto 

Derel Upholstering Ltd., Scarborough—Metro Toronto 

Design Furniture Mfg. Ltd., Scarborough—Metro 
Toronto 

Design Woodwork Ltd., Concord—R. M. York 

Devries Woodworking, Georgetown—R. M. Halton 

John Dick & Sons Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 


Dinette Chrome & Baby Furniture Mfg. Ltd., 
Toronto—Metro Toronto 

Distinctive Upholstery Ltd., Toronto—Metro Toronto 

Dove Haven Custom Woodwork Ltd., Weston—Metro 
Toronto 

Du Barry Furniture Ltd., Toronto—Metro Toronto 

Dubay Organs Co. Ltd., Burlington—R. M. Halton 

Durham Custom Installations, Oshawa—R. M. 
Durham 


E.R. Custom Woodworking, Rexdale—Metro Toronto 

East-West Furniture Ltd., Ottawa—R. M. 
Ottawa-Carleton 

L.P. Ebenisterie Woodworking, Casselman—Prescott 
& Russell C. 

Electrohome Ltd., Kitchener—R. M. Waterloo, 
Milverton—Perth C. 

Elora Furniture Co. Ltd., Elora—Wellington C. 

Empire Headboard Co. Ltd., Toronto—Metro Toronto 

Empire Woodworking Co. Ltd., Toronto—Metro 
Toronto 

Exclusive Woodworking Co., Weston—Metro Toronto 

Expressive Designs Ltd., Mississauga—R. M. Peel 


F. & G. Interiors, Toronto—Metro Toronto 

Fabian Furniture Mfg. Co. Ltd., Clinton—Huron C. 

Fame Furniture Co. Ltd., Toronto—Metro Toronto 

Harry S. Featherstone, Belleville—Hastings C. 

C. Fellin Furniture Co., Toronto—Metro Toronto 

Fine Art International Furniture Inc., 
Scarborough—Metro Toronto 

Hugh Fisher, The Woodshop, Yarker—Lennox & 
Addington C. 

Flexsteel Fine Furniture Ltd., Stratford—Perth C. 

Franel Wood Products Ltd., Concord—R. M. York 

Frederick Woodworking Ltd., Powassan—D. Parry 
Sound 

Furnitex Corp. Ltd., Midland—Simcoe C. 

Furniture Specialty Co., Scarborough—Metro Toronto 


G. & K. Carpentry, Brighton—Northumberland C. 
Gabriel Custom Woodwork, Toronto—Metro Toronto 
Galt Furniture Co., Cambridge—R. M. Waterloo 
Geg’s Custom Carpentry, Georgetown—R. M. Halton 
Gelene Furniture Mfg. Co., Concord—R. M. York 
Gerrard Bedding Co. Ltd., Toronto—Metro Toronto 
The Gibbard Furniture Shops Ltd., Napanee—Lennox 
& Addington C. 
Gervan Custom Bldgs. and Woodworking Ltd. , 
Kingston—Frontenac C. 
George Glass Furniture Ltd., Durham—Grey C. 
Glenora Crafts Ltd., Mississauga—R. M. Peel 
Goldcrest Furniture Ltd., Toronto—Metro Toronto 
Gordon’s Custom Woodwork Ltd., 
Dorchester—Middlesex C. 
Guildhall Cabinet Shops Ltd., Toronto—Metro 
Toronto 


Household Furniture Industry (Cont'd) 


Guildwood Furniture Designers Ltd., 
Scarborough—Metro Toronto 


H & H Furniture Ltd., Georgetown—R. M. Halton 

H.W. Woodcraft Ltd., Weston—Metro Toronto 

Habit Custom Woodwork, Kanata—R. M. 
Ottawa—Carleton 

Hallmark Headboard Ltd., Toronto—Metro Toronto 

Handy Interiors Ltd., Downsview—Metro Toronto 

Harmony Woodworking Industries Ltd., 
Ottawa—R. M. Ottawa-Carleton 

Hawley Bros., Deseronto—Hastings C. 

Hedrich Furniture Designs & Mfg. Ltd., 
Mississauga—R. M. Peel 

Heirloom of Canada Ltd., Chesley—Bruce C. 

M.A. Henry Ltd., Dundas—R. M. 
Hamilton-Wentworth 

Hespeler Craft Industries Ltd., Cambridge—R. M. 
Waterloo 

Hespeler Furniture Co. Ltd., Cambridge—R. M. 
Waterloo 
Toronto—Metro Toronto 

Hermitage Furniture Makers Ltd., Port Carling—D. M. 
Muskoka 

High Class Furniture Ltd., Weston—Metro Toronto 

Hillmore Wood Products Ltd., Toronto—Metro 
Toronto 

Hoff Furniture Products, Rexdale—Metro Toronto 

Hollen Wood Products Ltd., Toronto—Metro Toronto 

House of Braemore Furniture Ltd., Cambridge—R. M. 
Waterloo 

House of Brougham Ltd., Fergus—Wellington C. 

R. H. Huber & Co. (Canada) Ltd., Downsview—Metro 
Toronto 

Huron Pine Furniture, Goderich—Huron C. 


Ideal Woodcraft, Niagara Falls—R. M. Niagara 

Ideal Woodworking Co. Ltd., Toronto—Metro Toronto 

Imperial Woodworking (1969) Ltd., Toronto—Metro 
Toronto 

Indoor-Outdoor Woodworking, Chatham—kKent C. 

Interior Decor, Toronto—Metro Toronto 

Interline Furniture Ltd., Hawkesbury—Prescott & 
Russell C. 

Interna Furniture Design Ltd., Weston—Metro 
Toronto 

International Cabinet Ottawa Ltd., Ottawa—R. M. 
Ottawa-Carleton 

International Woodworking Ltd., Wiarton—Bruce C. 

Inventive Woodcraft Ltd., Mississauga—R. M. Peel 

Italcraft Furniture Mfg. Ltd., Weston—Metro Toronto 


J.E. Furniture & Design Ltd., Downsview—Metro 
Toronto 
J.F. Woodworks Ltd., Cookstown—Simcoe C. 


J.J.K. Furniture Co. Ltd., Bolton—R. M. Peel 

J.S. Woodcraft, Oshawa—R. M. Durham 

Jeffrey-Craig Ltd., Toronto—Metro Toronto 

A.E. Jenson & Sons Ltd., Downsview—Metro 
Toronto 

Karl Jenson Custom Room Dividers & Cabinet Work, 
St. Catharines—R. M. Niagara 

John’s Woodworking, Windsor—Essex C. 

Judd Gunstocks Ltd., Nanticoke—R. M. 
Haldimand-Norfolk 


Kaeper Furniture Ltd., Victoria Harbour—Simcoe C. 

Karisa Furniture Ltd., Almonte—Lanark C. 

Karwalk Industries Ltd., Mississauga—R. M. Peel 

Katesville Woodcraft, Kerewood—WMiddlesex C. 

Kaufman Furniture Ltd., Collingwood—Simcoe C. 

Klapka Woodwork Reg’d., Hawkesbury—Prescott & 
Russell C. 

Knechtel Furniture Ltd., Hanover—Grey C. 

Knotty Pine Furniture, Parry Sound—D. Parry Sound 

D. Knox Woodworking, Brighton—Northumberland C. 

John Kraai The Woodworker, Godfrey—Frontenac C. 

Kraemer Woodworking Ltd., Wallenstein—Wellington C. 

Kroehler Mfg. Co. Ltd., Durham—Grey C. 
Stratford—Perth C. 

Krug Bros. Co. Ltd., Chesley—Bruce C. 

Krug Furniture Inc., Kitchener—R. M. Waterloo 
Stratford—Perth C. 

Kurl Industries Ltd., Weston—Metro Toronto 


L. Lamarche Cabinet Maker & Furniture, 
Sudbury—R. M. Sudbury 

Lambeth Cabinet & Bldg. Ltd., Lambeth—Middlesex C. 

Lanark Furniture (1969) Ltd., Downsview—Metro 
Toronto 

La Sorda Cabinets and Furniture, Windsor—E€ssex C. 

B. Lawless, Prescott—Leeds & Grenville C. 

Lawrence Woodworking, Tillsonburg—Oxford C. 

Lees Woodworks Co., Markham—R. M. York 

Max Lehmann’s Cabinet Shop, Toronto—Metro 
Toronto 

Laz-E-Boy Canada Ltd., Waterloo—R. M. Waterloo 

Lewis Novelties & Woodworkers Inc., Bolton—R. M. 
Peel 

Lindsay Interiors, Lindsay—Victoria C. 

Little's Woodcraft Ltd., LaSalle—Essex C. 

Louis Interiors Inc., Toronto—Metro Toronto 

Lucier’s Unique Cabinet Makers, McGregor—Essex C. 

Luke’s Carpentry Shop, Guelph—Wellington C. 

Lunar Frame & Woodworking, Toronto—Metro 
Toronto 

Lynie Furniture Ltd., Cornwall—Stormont, Dundas & 
Glengarry C. 


Magnussen Furniture Mfg. Ltd., New 
Hamburg—R. M. Waterloo 
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) Household Furniture Industry (Cont'd) 


The Andrew Malcolm Furniture Co. Ltd., 
Listowel—Perth C. 


| Manivaldi Woodworking, Burk’s Falls—D. Parry 


Sound 


| Maplecrest Wood Products, Toronto—Metro Toronto 


Marcelville Antiques & Reproductions, 
Penetanguishene—Simcoe C. 


_ John Mark Callender Inc., Lanark—Lanark C. 
_ Martinek Custom Furniture Ltd., Pickering—R. M. 


Durham 


_ Mattawa Furniture Mfg. Ltd., Mississauga—R. M. 


Peel 


| Maurer Furniture Mfg. Co. Ltd., Toronto—Metro 


Toronto 


_ Mausser’s Custom Furniture Ltd., Kitchener—R. M. 


Waterloo 
McLean Woodworking Ltd., Lindsay—Victoria C. 


~C. A. McMurty Furniture Ltd., Toronto—Metro 


Toronto 
Menelly Carpentry & Electric Ltd., 
Collingwood—Simcoe C. 


Merrickville Woodworkers Ltd., Merrickville—Leeds & 


Grenville C. 

Michaels Furniture Mfg. Ltd., London—Middlesex C. 

Mirmil Products Ltd., Trenton—Hastings C. 

Mississauga Refinishing & Cabinet Making Ltd., 
Mississauga—R. M. Peel 

Modern Cabinet Industries of Ottawa Ltd., 
Ottawa—R. M. Ottawa-Carleton 

Thos. J. Moffat, Listowel—Perth C. 

John Molloy Furniture, Toronto—Metro Toronto 

Moon Furniture Mfg. Ltd., Concord—R. M. York 

Moor Danish Furniture Co. Ltd., Toronto—Metro 
Toronto 

Leslie Morgan Furniture Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Morette’s Ltd., Hillsburgh—Wellington C. 

Morris Chrome Mfg. Ltd. & Co., Weston—Metro 
Toronto | 

Don Mossman Cabinets & Renovations, 
London—Middlesex C. 

Soheil Mosun Ltd., Rexdale—Metro Toronto 

Murphy Enterprises Ltd., Harrow—E€ssex C. 

Murray F. Woodcrafts Ltd., Markham—R. M. York 

John Myhal Cabinet Maker, Brantford—Brant C. 


Rudolph Namat Cabinetmaker, Mississauga—R. M. 
Peel 

National Chesterfield Frames Ltd. , 
Mississauga—R. M. Peel 

Nink Custom Furniture & Interiors, Toronto—Metro 
Toronto 

Evan Noack Carpentry, Trenton—Hastings C. 

Nolte Furniture Design Ltd., Markham—R. M. York 

Nordic Furniture Industries Ltd., Markdale—Grey C. 


Nordwood Cabinet, Kapuskasing—D. Cochrane 


Oakville Canadian Pine Ltd., Oakville—R. M. Halton 

Old World Furniture Makers Ltd., Windsor—€ssex C. 

Ottawa Cabinet Co. Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Otonabee Custom Woodworking Ltd., 
Peterborough—Peterborough C. 


Owen Sound Excelsior Products, Owen Sound—Grey C. 


Pamom Woodworking Co. Ltd., Sunderland—R. M. 
Durham 

Paul’s Quality Woodcraft Ltd., Sudbury—R. M. 
Sudbury 

Penlinc Mfg. Ltd., Niagara-on-the-Lake—R. M. 
Niagara 

Perfect Chrome Funiture Co. Ltd., Toronto—Metro 
Toronto 

Philips Electronics Ltd., Strathroy—Middlesex C. 

Pine by Munro, Maple—R. M. York 

Pinecraft Ltd., Almonte—Lanark C. 

Pine Mill Mfg. Ltd., Hyde Park—Middlesex C. 

The Pine Sideboard Ltd., Freelton—R. M. Niagara 

The Pine Wood Shoppe, Windsor—Essex C. 

Pioneer Handcraft Ltd., Severn Bridge—D. M. 
Muskoka 

Port Elgin Cabinet Makers Ltd., Port Elgin—Bruce C. 

Power Woodworking Co. Ltd., Toronto—Metro 
Toronto 

Prima Chrome Furniture Co. Ltd., Toronto—Metro 
Toronto 

Primcrafts & Designs Ltd., Bolton—R. M. Peel 

Mario Prodan General Woodworking & Carpentry, 
Mississauga—R. M. Peel 

Progressive Wood Design Ltd., Barrie—Simcoe C. 

Provincial Frames (76) Ltd., Downsview—Metro 
Toronto 

Provincial Woodcraft Ltd., St. Catharines—R. M. 
Niagara 


Q-C Mfg. Ltd., Collingwood—Simcoe C. 
Quintus Kitchens & Carpentry Ltd., 
Komoka—Middlesex C. 


Rainbow Rustic Furniture Co., Little Current—D. 
Manitoulin 

Randall Furniture Mfg. Ltd., London—Middlesex C. 

Reff Products Ltd., Downsview—Metro Toronto 

R. G. & D. H. Holdings Ltd., Waterloo—R. M. 
Waterloo 

Ridpaths Ltd., Toronto—Metro Toronto 

Rigby’s Ltd., St. Catharines—R. M. Niagara 

Rigel Woodworking Ltd., Toronto—Metro Toronto 

Riviera Kitchen Co. Ltd., Toronto—Metro Toronto 

R.N.S. Teak Custom Furniture Ltd., 
Scarborough—Metro Toronto 

Rockwood Furniture Ltd., Pickering—R. M. Durham 


Household Furniture Industry (Cont’d) 


Rosedale Furniture of Fenelon Ltd., Fenelon 
Falls—Victoria C. 

Rosetown Cabinet Makers, Richmond Hill—R. M. 
York 

Roxton Furniture Ltd., Elmira—R. M. Waterloo 

Ruscana Furniture Ltd., Rexdale—Metro Toronto 

Rusti-Cana Cedar Ltd., Tweed—Hastings C. 

Rustic Craft, Sudbury—R. M. Sudbury 


Salamander Industries Inc., Brampton—R. M. Peel 

Hans Sandker Ltd., Strathroy—Middlesex C. 

Sauter Furniture Ltd., Toronto—Metro Toronto 

Savana Furniture Ltd., Toronto—Metro Toronto 

Scandia Custom Furniture Mfg., Scarborough—Metro 
Toronto 

Scarborough Funiture and Refinishing, 
Scarborough—Metro Toronto 

Dan Scott Cabinets Ltd., Lambeth—Middlesex C. 

Sculpture Furniture Mfg. Ltd., Concord—R. M. York 

Severn’s Custom Upholstery & Custom-made 
Furniture, Hamilton—R. M. Hamilton-Wentworth 

Sharpe’s Upholstering Ltd., Napanee—Lennox & 
Addington C. 

Sheffield Cabinets Ltd., Cambridge—R. M. Waterloo 

Kurt Sheib Construction, London—Middlesex C. 

Silverman Frames Ltd., Downsview—Metro Toronto 

Simmons Ltd., Elora—Wellington C. 

Skidd Bros. Woodworking Ltd., Orleans—R. M. 
Ottawa-Carleton 

Sklar Furniture Ltd., Whitby—R. M. Durham 
Hanover—Grey C. 
Weston—Metro Toronto 

Snyder Upholsterers Ltd., Toronto—Metro Toronto 

Sonnenburg Industries Ltd., Scarborough—Metro 
Toronto 

Source Industries, Cornwall—Stormont, Dundas & 
Glengarry C. 

Space-3 Design Cabinet Mfrs. Ltd., Markham—R. M. 
York 

Specialty Wood Crafts, North Gower—R. M. 
Ottawa-Carleton 

Spindler’s Furniture Ltd., Ottawa—R. M. 
Ottawa-Carleton 

Stage Door Ltd., Thornhill—R. M. York 

Stebar Furniture Ltd., Waterloo—R. M. Waterloo 

H. Steinpatz & Son Ltd., Kingston—Frontenac C. 

Stella Custom Furniture, Downsview—Metro Toronto 

Stereo Voice of Canada Ltd., Don Mills—Metro 
Toronto 

Walter Stokes & Sons Ltd., St. Catharines—R. M. 
Niagara 

Style Craft Furniture Co., Concord—R. M. York 

Style Rite Custom Upholstering & Furniture Ltd., 
Concord—R. M. York 

Superstyle Chesterfield Co. Ltd., Toronto—Metro 
Toronto 


Supreme Woodworking, Toronto—Metro Toronto 
Swedfurn Canada Ltd., Fenelon Falls—Victoria C. 
E.G. Sweet Ltd., Downsview—Metro Toronto 


T.E. Cabinets Ltd., Stittsville—R. M. Ottawa-Carleton 

Tavares Fine Furniture Ltd., Downsview—Metro 
Toronto 

Tecum Furniture Ltd., Scarborough—Metro Toronto 

Tenthorey Co. Ltd., Bancroft—Hastings C. 

Three H Mfg. Ltd., New Liskeard—D. Timiskaming 

Teakcraft Inc., Ajax—R. M. Durham 

Titan Wood Products Ltd., Mississauga—R. M. Peel 

R. Tobien, Maple—R. M. York 

D.C. Tompkins Mfg. Inc., Deseronto—Hastings C. 

Tom’s Woodwork, Windsor—Essex C. 

Tony’s Cabinets, Thunder Bay—D. Thunder Bay 

Torim Lites Ltd., Scarborough—Metro Toronto 

Toronto Hi-Fi Ltd., Toronto—Metro Toronto 

Trimco Woods Ltd., Bolton—R. M. Peel 

Trio Frame & Woodworking Co. Ltd., Toronto—Metro 
Toronto 

Turn of the Century Wood Products, 
Windsor—Essex C. 


Van Craft Wood Products Ltd., Brantford—Brant C. 

Han Van Pelt, Perth—Lanark C. 

Vari-Crafts, Pickering—R. M. Durham 

Verkley’s Woodcraft Ltd., Thedford—Lambton C. 

Vienna Furniture Refinishing Ltd., Richmond 
Hill—R. M. York 

Village Wood Shoppe Ltd., Mississauga—R. M. Peel 

Cecil Vyse, Ingersoll—Oxford C. 


Waleigh Furniture Ltd., Cambridge—R. M. Waterloo 

Walo Furniture Co. Ltd., Waterdown—R. M. 
Hamilton-Wentworth 

Walser Furniture Co. Ltd., Elora—Wellington C. 

Waterford Cabinets Ltd., Nanticoke—R. M. 
Haldimand-Norfolk 

C.J. Webber, Owen Sound—Grey C. 

Welland Lumber & Builders Supplies Ltd. , 
Welland—R. M. Niagara 

Weller Antiques Ltd., Pickering—R. M. Durham 

West Nipissing Enterprises Inc., Sturgeon Falls—D. 
Nipissing 

Weston Fine Furniture Ltd., Weston—Metro Toronto 

Whalen Furniture Ltd., Marysville—Hastings C. 

Whitler Crafts Ltd., Peterborough—Peterborough C. 

Wiggers Custom Furniture Ltd., Whitby—R. M. 
Durham 

Willison Wood Products, Toronto—Metro Toronto 

Woodale Lumber Products, Kenora—D. Kenora 

The Woodery Inc., Acton—R. M. Halton 

Wood Craft Cabinets Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Woodcraft Inc., Markham—R. M. York 

The Woodcraft Shoppe (Caledon) Ltd., 
Caledon—R. M. Peel 


Household Furniture Industry (Cont'd) 


Wood is Good Industries Ltd., Kemptville—Leeds & 
Grenville C. 
Woodpecker’s Shop, Singhampton—Simcoe C. 
The Woodshed, Simcoe—R. M. Haldimand-Norfolk 
Wood Songs Furniture Ltd., Stittsville—R.,M. 
Ottawa-Carleton 
The Wood Studio, Toronto—Metro Toronto 
Woody Woods Ltd., Hearst—D. Cochrane 


Yorkville Furniture Ltd., Downsview—Metro Toronto 
Zantra’s Handcrafts, Kinmount-Victoria C. 


Zest Furniture Industries Ltd., Weston—Metro 
Toronto 
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OFFICE FURNITURE INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


Ambiant Systems Ltd., Toronto—Metro Toronto 

Apex Furniture Mfg. Co. Ltd., Toronto—Metro 
Toronto 

Architectural Woodwork Co. Ltd., Toronto—Metro 
Toronto 

Arconas Corp., Mississauga—R. M. Peel 

Art Woodwork Contracting, Toronto—Metro Toronto 


Bancliffe Contracting & Construction Ltd., 
Toronto—Metro Toronto 

Bardeau Furniture & Equipment Ltd., Weston—Metro 
Toronto 

B. M. Interiors Ltd., Mississauga—R. M. Peel 

Bolton Millwork Ltd., Downsview—Metro Toronto 

W. Braun Wood Design Ltd., Gormley—R. M. York 

Brunswick Mfg. Co. Ltd., Toronto—Metro Toronto 

Budget Office Furniture, Toronto—Metro Toronto 

Business Accessories Inc., Cambridge—R. M. 
Waterloo 


Canadian Atlas Furniture Mfg. Ltd., Rexdale—Metro 
Toronto 

Canadian Store Fixtures Ltd., Weston—Metro Toronto 

Carwood Store Fixtures Ltd., Kitchener—R. M. 
Waterloo 

Central Woodworking, Thornhill—R. M. York 

Chairtex Mfg. Ltd., Toronto—Metro Toronto 

Clandor Mfg. Ltd., Ottawa—R. M. Ottawa-Carleton 

Continental Woodworking Mfgs., Downsview—Metro 
Toronto 

Craft Wood Products, Scarborough—Metro Toronto 

Creative Custom Furnishings Ltd., Downsview—Metro 
Toronto 

Croydon Furniture Systems Inc., Cambridge—R. M. 
Waterloo 

Cudesco Mfg. Ltd., Scarborough—Metro Toronto 


D & E Woodwork Co., Mississauga—R. M. Peel 

D & M Fixtures, Ottawa—R. M. Ottawa-Carleton 

J. Lorne Davidson Ltd., Toronto—Metro Toronto 
Design Products Ltd., Guelph—Wellington C. 
Divesified Store Fixtures Inc., Thornhill—R. M. York 
Doma’s Custom Furniture Co. Ltd., Toronto—Metro 

Toronto 
Du Barry Furniture Ltd., Toronto—Metro Toronto 


Fair Line Products Ltd., Mississauga—R. M. Peel 

H. H. Freeman Mfg. Ltd., Scarborough—Metro 
Toronto 

Furniture Specialty Co., Scarborough—Metro Toronto 


2640 


Global Upholstery Co. Ltd., Downsview—Metro 
Toronto 

Karl Gutman Inc., Cornwall—Stormont, Dundas and 
Glengarry C. 


Hallanding Inc., Newmarket—R. M. York 

Helko Systems Furniture Inc., Cornwall—Stormont, 
Dundas & Glengarry C. 

Herman Miller of Canada Ltd., Downsview—Metro 
Toronto 

Hespeler Craft Industries Ltd., Cambridge—R. M. 
Waterloo 

Hoff Furniture Products, Rexdale—Metro Toronto 

Hutton’s Custom Woodwork Ltd., 
London—Middlesex C. 


Interiors International Ltd., Weston—Metro Toronto 
Interna Furniture Design Ltd., Weston—Metro 
Toronto 


Leif Jacobson Ltd., Willowdale—Metro Toronto 
Jayden Products Ltd., London—Middlesex C. 


Karisa Furniture Ltd., Almonte—Lanark C. 
Krug Furniture Inc., Kitchener—R. M. Waterloo 


Lambeth Cabinet & Bldg. Ltd., Lambeth—Middlesex C. 


Max Lehmann’s Cabinet Shop, Toronto—Metro 
Toronto 
Lucier’s Unique Cabinet Makers, McGregor—Essex C. 


Martinek Custom Furniture Ltd., Pickering—R. M. 
Durham 

Metalsmiths Co. Ltd., Don Mills—Metro Toronto 

Model Woodwork Ltd., Milliken—R. M. York 

Modern Cabinet Industries Ltd., Nepean—R. M. 
Ottawa-Carleton 

Modern Cabinet Industries of Ottawa Ltd., 
Ottawa—R. M. Ottawa-Carleton 

Soheil Mosun Ltd., Rexdale—Metro Toronto 

Murphy Enterprises Ltd., Harrow—Essex C. 


Richard Neilsen Ltd., Weston—Metro Toronto 

Nesting Furniture Ltd., Newcastle—R. M. Durham 

Nightingale Industries Ltd., Toronto—Metro Toronto 

Nink Custom Furniture & Interiors, Toronto—Metro 
Toronto 


Optima Furniture Corp. Ltd., Toronto—Metro Toronto 


| 
| 
| 
| 


i 


Office Furniture Industry (Cont'd) 


_ Precision Mfg. Inc., Cornwall—Stormont, Dundas & 


Glengarry C. 
Prestige Woodcraft Ltd., Toronto—Metro Toronto 
Proform Furniture Industries Ltd., Toronto—Metro 
Toronto 


Quality Wood Products (Ontario) Ltd.., 
Markham—R. M. York 


Reff Products Ltd., Downsview—Metro Toronto 


~ Ritex Mfg. Ltd., Downsview—Metro Toronto 


Ruscana Furniture Ltd., Rexdale—Metro Toronto 


Dan Scott Cabinets Ltd., Lambeth—Middlesex C. 
S. J. Woodworking Ltd., Markham—R. M. York 
Snyder Upholsterers Ltd., Toronto—Metro Toronto 
Stebar Furniture Ltd., Waterloo—R. M. Waterloo 
Superior Laminated Products Co. Ltd., 
Scarborough—Metro Toronto 


Trend Millwork & Cabinets Ltd., Windsor—Essex C. 


Vienna Furniture Refinishing Ltd., Richmond 
Hill—R. M. York 


Woodarts Ltd., Peterborough—Peterborough C. 
The Wood Studio—Toronto—Metro Toronto 
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MISCELLANEOUS FURNITURE INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


A & F Woodworking Ltd., Bolton—R. M. Peel 

A. K. Wood Products, Toronto—Metro Toronto 

A. R. Woodworking Co. Ltd., Markham—R. M. York 

A. R. C. Industries Ltd., St. Catharines—R. M. 
Niagara 

A. R. C. Industries, Atikokan—D. Rainy River 
Essex—Essex C. 

Adams & Kennedy Co. Ltd., Manotick—R. M. 
Ottawa-Carleton 

Advance Store Fixtures Co. Ltd., Scarborough—Metro 
Toronto 

Alpine Woodwork Ltd., Thunder Bay—D. Thunder Bay 

All-Wood Custom Products Inc., Mississauga—R. M. 
Peel 

Amaran Enterprises Ltd., Thunder Bay—D. Thunder 
Bay 

Ambiant Systems Ltd., Toronto—Metro Toronto 

Ameron Display & Wood Industries Ltd., 
Weston—Metro Toronto 

Anglia Woodworking Ltd., Mississauga—R. M. Peel 

Anthony’s Art Design Ltd., Toronto—Metro Toronto 

Apex Furniture Mfg. Co. Ltd., Toronto—Metro 
Toronto 

Apex Woodworking Co. Ltd., Weston—Metro Toronto 

Arbor Creations, Williamstown—Stormont, Dundas & 
Glengarry C. 

Architectural Woodwork Co., Downsview—Metro 
Toronto 

Arnone Cabinet & Builders Supplies Ltd., Thunder 
Bay—D. Thunder Bay 

Art Woodwork Contracting, Toronto—Metro Toronto 

Artistic Woodwork Co. Ltd., Downsview—Metro 
Toronto 

Atlas Displays, Store Fixtures & Refrigeration Ltd. , 
Toronto—Metro Toronto 

Attridge Lumber Co. Ltd., Aurora—R. M. York 


B & H Woodworkers (Canada) Ltd., Toronto—Metro 
Toronto 

Bader Bros. Ltd., Toronto—Metro Toronto 

Bancliffe Contracting & Construction Ltd., 
Toronto—Metro Toronto 

Bardeau Furniture & Equipment Ltd., Weston—Metro 
Toronto 

Beautiline Systems Ltd., Downsview—Metro Toronto 

Belvedere Co. (Canada) Inc., Kitchener—R. M. 
Waterloo 

Berkeley Custom Woodworking, Toronto—Metro 


Toronto 


2660 


Bloos Wood Products Ltd., Kitchener—R. M. 
Waterloo 
Boegli Picture Frames, Kitchener—R. M. Waterloo 
H. Boehmer Ltd., Kitchener—R. M. Waterloo 
Bolton Millwork Ltd., Downsview—Metro Toronto 
Bon-A-Wood Industries Ltd., Alliston—Simcoe C. 
Brugg Cabinets Inc., St. Catharines—R. M. Niagara 
H. Buerger Cabinet & Carpentry Ltd., 
St. Catharines—R. M. Niagara 
Raymond Burka Designs Ltd., Toronto—Metro 
Toronto 
Burloak Furniture Ltd., Oakville—R. M. Halton 


C. & A. Woodwork, Ltd., 
Peterborough—Peterborough C. 

C. & A. Woodworking Ltd., Ottawa—R. M. 
Ottawa-Carleton 

CDA Industries Ltd., Scarborough—Metro Toronto 

C. M. S. Displaycraft Ltd., Kitchener—R. M. 
Waterloo 

Cameo Interiors Ltd., Willowdale—Metro Toronto 

Cameron-Mcindoo Ltd., Don Mills—Metro Toronto 

Canada Woodcraft & Design Ltd., 
Scarborough—Metro Toronto 

Canadian Century Cabinets, Hamilton—R. M. 
Hamilton-Wentworth 

Canadian Display & Custom Woodwork, 
Toronto—Metro Toronto 

Canadian Institutional Furniture Co.., 
Downsview—Metro Toronto 

Canadian Store Fixtures Ltd., Weston—Metro Toronto 

Cancade Cabinets Ltd., Thunder Bay—D. Thunder Bay 

Candesco Interiors Ltd., Agincourt—Metro Toronto 

Carl’s Picture Framing, Islington—Metro Toronto 

Carpano Exclusive Kitchens & Interiors, 
Toronto—Metro Toronto 

Carwood Store Fixtures Ltd., Kitchener—R. M. 
Waterloo 

Thos. A. Case & Co., Milliken—R. M. York 

Cedar World Ltd., Parry Sound—D. Parry Sound 

Centrac Industries Ltd., Toronto—Metro Toronto 

Central Supply Depot, Ingersoll—Oxford C. 

Central Woodworking, Thornhill—R. M. York 

Century Picture Frames Ltd., Toronto—Metro Toronto 

Chatham Fabrics Ltd., Thamesville—Kent C. 

Chatsworth Builders Supplies, Chatsworth—Grey C. 

Claudea Productions Ltd., Kemble—Grey C. 

Coady’s Restaurant and Tavern Equipment Co. Ltd., 
Guelph—Wellington C. 


Miscellaneous Furniture Industry (Cont’d) 


H. Cohen & Co. Ltd., Scarborough—Metro Toronto 

Collingwood Home Service & Woodworking, 
Collingwood—Simcoe C. 

Columbia Custom Cabinets Ltd., Waterloo—R. M. 
Waterloo 

Comfort Builder Supplies, Orleans—R. M. 
Ottawa-Carleton 

Conti Furniture Ltd., Oshawa—R. M. Durham 

Continental Woodworking Mfgs., Downsview—Metro 
Toronto 

Copps Buildall Ltd., London—Middlesex C. 

Harry Coughey Picture Framing, Toronto—Metro 
Toronto 

Cox Systems Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 

Craft Cabinets, Ltd., Uxbridge—R. M. Durham 

The Craftsman’s Circle Ltd., London—Middlesex C. 

Crema Cabinets Co Ltd., Sault Ste. Marie—D. Algoma 

Crescent Cabinet Co. Ltd., Hamilton—R. M. 
Hamilton-Wentworth 

Curvply Wood Products Ltd., Newcastle—R. M. 
Durham 

E. R. Custom Woodworking, Rexdale—Metro Toronto 


D & M Fixtures, Ottawa—R. M. Ottawa-Carleton 

Werner Dahnz Co. Ltd., Toronto—Metro Toronto 

Daniels Construction Co., Toronto—Metro Toronto 

J. Lorne Davidson Ltd., Toronto—Metro Toronto 

Daybreak Outdoor Furniture Ltd., Stoney 
Creek—R. M. Hamilton-Wentworth 

Deane Designs Ltd., Scarborough—Metro Toronto 

Decorama Furniture Industries Ltd., Kitchener—R. M. 
Waterloo 

Delta Woodworking & Store Fixtures Ltd., Niagara 
Falls—R. M. Niagara 

Deluxe Woodwork Ltd., Windsor—€ssex C. 

Design Craft Ltd., Toronto—Metro Toronto 

Design Products, Ltd., Guelph—Wellington C. 

Designage Industries Ltd., Toronto—Metro Toronto 

H. R. Deyman, Coldwater—Simcoe C. 

Display Service Co. Ltd., Don Mills—Metro Toronto 

Diverse Wood Products Ltd., Milton—R. M. Halton 

Doma’s Custom Furniture Co. Ltd., Toronto—Metro 
Toronto 

Dominion Metalware Industries Ltd., 
Mississauga—R. M. Peel 

Doncaster Woodworking, Thornhill—R. M. York 

Downs Wood Ltd., Weston—Metro Toronto 

Durham Chair & Store Fixtures Ltd., Durham— 
Grey C. 


E. R. Custom Woodworking, Rexdale—Metro Toronto 

Economy Store Fixtures Ltd., Downsview—Metro 
Toronto 

Eliasen Enterprises Ltd., Markham—R. M. York 
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Elm Woodwork Ltd., Downsview—Metro Toronto 
Empire Store Fixtures Ltd., St. David—R. M. Niagara 
Escom Mfg. Ltd., Richmond Hill—R. M. York 

Exeter Furniture Ltd., Exeter—Huron C. 

Expo Precast Ontario Ltd., Thornhill—R. M. York 
Export Pattern Works Ltd., Weston—Metro Toronto 


Fabian Furniture Mfg. Co. Ltd., Clinton—Huron C. 

Falcon Carpentry, Toronto—Metro Toronto 

A. Fanti Ltd., Thunder Bay—D. Thunder Bay 

Fargo Woodwork Ltd., Oakville—R. M. Halton 

Harry Felka Wood Products Ltd., Waterloo—R. M. 
Waterloo 

Fitzpatrick Stairs Ltd., Burlington—R. M. Halton 

Florida Kitchens, Toronto—Metro Toronto 

Fontana Interior Design & Woodwork, 
Windsor—Essex C. 

Fotiou Bros. Picture Frames Ltd., Toronto—Metro 
Toronto 

Framecraft Ltd., St. Catharines—R. M. Niagara 

Frameguild Mouldings Ltd., Downsview—Metro 
Toronto 

H. H. Freeman Mfg. Ltd., Scarborough—Metro 
Toronto 


G. B. Sales Ltd., Scarborough—Metro Toronto 

The Gallery of Arts, St. Catharines—R. M. Niagara 

Galt Furniture Co., Cambridge—R. M. Waterloo 

Tony Garback, Toronto—Metro Toronto 

Gendron Industries Inc., Toronto—Metro Toronto 

General Wood Products, Scarborough—Metro 
Toronto 

Georgetown Store Furniture Ltd., 
Mississauga—R. M. Peel 

Geron Associates Ltd., Scarborough—Metro Toronto 

Nick Giacalone Woodworking, Toronto—Metro 
Toronto 

Jas. F. Gillanders Co. Ltd., Toronto—Metro Toronto 

Gligoric Wood Products, Toronto—Metro Toronto 

Global Upholstery Co. Ltd., Downsview—Metro 
Toronto 

Globe Spring & Cushion Co. Ltd., Downsview—Metro 
Toronto 

Gothic Store Fixture Co., Mississauga—R. M. Peel 

Gudgeon Cabinets Ltd., Stoney Creek—R. M. 
Hamilton-Wentworth 

Karl Gutman Inc., Cornwall—Stormont, Dundas & 
Glengarry C. 


H & H Showcase Co., Toronto—Metro Toronto 

Halton Custom Carpentry Ltd., Oakville—R. M. 
Halton 

Hanover Kitchens (Canada) Ltd., Hanover—Grey C. 

Harrison Bros., Toronto—Metro Toronto 

John Hauser Iron Works Ltd., Kitchener—R. M. 
Waterloo 

Hefline Industries Ltd., Beeton—Simcoe C. 


Miscellaneous Furniture Industry (Cont'd) 


A. Heltke Woodworking, Kitchener—R. M. Waterloo 

Heritage Kitchen & Furniture Ltd., 
Cornwall—Stormont, Dundas & Glengarry C. 

Hussey Seating Co. (Canada) Ltd., Toronto—Metro 
Toronto 

Hutton’s Custom Woodwork Ltd., 
London—Middlesex C. 


ISF Store Fixtures Ltd., Scarborough—Metro Toronto 

|. S. P. A. Woodworking Ltd., Downsview—Metro 
Toronto 

Indoor-Outdoor Woodworking, Chatham—kent C. 

Intercity Custom Carpentry of Thunder Bay, Thunder 
Bay—D. Thunder Bay 

Intercraft Industries of Canada Ltd.., 
Mississauga—R. M. Peel 

Interflex Laboratory Furniture (Ont.) Ltd., 
Markham—R. M. York 

Interiors International Ltd., Weston—Metro Toronto 

Intex Trade & Consumers Shows Ltd., 
Toronto—Metro Toronto 

Irpinia Carpentry Ltd., Toronto—Metro Toronto 

Italdoor Woodworking Ltd., Thornhill—R. M. York 


J & D Display & Interiors Ltd., Toronto—Metro 
Toronto 

Jambor & Osborne Ltd., Toronto—Metro Toronto 

Jayden Products Ltd., London—Middlesex C. 

Jeffery-Craig Ltd., Toronto—Metro Toronto 

John’s Woodworking, Windsor—Essex C. 

Jones Wood Specialties Ltd., Scarborough—Metro 
Toronto 

Judd Gunstocks Ltd., Nanticoke—R. M. 
Haldimand-Norfolk 


K-D Mfg. Co. Ltd., Kingston—Frontenac C. 

K & F Store Fixtures Ltd., Toronto—Metro Toronto 

Kadoke Display Ltd., Toronto—Metro Toronto 

Karisa Furniture Ltd., Almonte—Lanark C. 

H. P. Kasch Custom Cabinet Making, North Bay— 
D. Nipissing 

Katesville Woodcraft, Kernwood—Middlesex C. 

Kennedy Woodworking Co., Agincourt—Metro 
Toronto 

Kitchenart, Downsview—Metro Toronto 

Kobi’s Cabinets Ltd., Downsview—Metro Toronto 

Kraemer Woodcraft Ltd., St. Jacobs—R. M. Waterloo 

Krug Furniture Inc., Stratford—Perth C. 

Krupp Woodworking Ltd., Beeton—Simcoe C. 


Lakehead Cabinet Ltd., Thunder Bay—D. Thunder Bay 

L. W. Lang Enterprises, Gads Hill—Perth C. 

Lassel Industries Ltd., Kitchener—R. M. Waterloo 

Linwell Wood Products Ltd., St. Catharines—R. M. 
Niagara 


L. P. N. Cabinets and Carpentry Ltd., Thunder 
Bay—D. Thunder Bay 


C. A. Macdonald, Brockville—Leeds & Grenville C. 

Maple Woodworking Co., Scarborough—Metro 
Toronto 

Marlam Industries Ltd., Mississauga—R. M. Peel 

Maydwell Mfg. Co. Ltd., Toronto—Metro Toronto 

McVeigh Interiors & Exhibits, Scarborough—Metro 
Toronto 

Mebli, Ottawa—R. M. Ottawa-Carleton 

Merrickville Woodworkers Ltd., Merrickville—Leeds & 
Grenville C. 

Herman Miller of Canada Ltd., Downsview—Metro 
Toronto 

Mirmil Products Ltd., Trenton—Hastings C. 

Model Woodwork, Milliken—R. M. York 

Modern Design Studio, Scarborough—Metro Toronto 

Modern Redwood Products Ltd., Beamsville—R. M. 
Niagara 

Modular Custom Cabinets Ltd., Concord—R. M. York 

Thos. J. Moffat, Listowel—Perth C. 

Don Mossman Cabinets & Renovations, 
London—Middlesex C. 

Soheil Mosun Ltd., Rexdale—Metro Toronto 

Moyer-Vico Corp., Markham—R. M. York 

Multiflex Display Co., Markham—R. M. York 

Multiframe Co. Ltd., Richmond Hill—R. M. York 

Murphy Enterprises Ltd., Harrow—tssex C. 


National Millwork Co. Ltd., Burlington—R. M. Halton 

National Picture & Frame (Central) Ltd., 
Downsview—Metro Toronto 

Neat Woodwork & Display Ltd., Toronto—Metro 
Toronto 

Neff Kitchen Manufacturers Ltd., Brampton—R. M. 
Peel 

Nesting Furniture Ltd., Newcastle—R. M. Durham 

Nolte Furniture Design Ltd., Markham—R. M. York 

Nu-Style Woodworks Ltd., Toronto—Metro Toronto 


Ontario Store Fixtures Inc., Weston—Metro Toronto 
Optima Furniture Corp. Ltd., Toronto—Metro Toronto 
Orchard Wood Products, Burlington—R. M. Halton 
A. J. Ostrowski, Thunder Bay—D. Thunder Bay 
Ottawa Cabinet Co. Ltd., Ottawa—R. M. 
Ottawa-Carleton 
Ottawa Feather & Mattress Ltd., Ottawa—R. M. 
Ottawa-Carleton 
Oxford Picture Frame Co. Ltd., Toronto—Metro 
Toronto 
Richmond Hill—R. M. York 


Palmieri Furniture Ltd., Markham—R. M. York 
Penwood Mfg. Co. Ltd., Downsview—Metro Toronto 
Perez Custom Woodworking, London—Middlesex C. 
Perma Foam Ltd., Scarborough—Metro Toronto 
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Miscellaneous Furniture Industry (Cont'd) 


Perry-Hill Wood Industries Ltd., Richmond 
Hill—R. M. York 

Philips Electronics Ltd., Strathroy—Middlesex C. 

Picture Craft Ltd., London—Middlesex C. 

Piddi Design Associates Ltd., Toronto—Metro 
Toronto 


~ Pine Cove Wood Products Ltd., Sudbury—R. M. 


Sudbury 

Pinehurst Woodworking Co. Ltd., Brampton—R. M. 
Peel 

Plydesigns, Newcastle—R. M. Durham 

Prestige Woodcraft Ltd., Toronto—Metro Toronto 


Pringle Custom Woodworking Ltd., Kitchener—R. M. 


Waterloo 

Provincial Store Fixtures Ltd., Mississauga—R. M. 
Peel 

Provincial Woodcraft Ltd., St. Catharines—R. M. 
Niagara 


Quality Millwork Ltd., Brampton—R. M. Peel 


R. G. & D. H. Holdings Ltd., Waterloo—R. M. 
Waterloo 

Rainbow Rustic Furniture Co., Little Current— 
D. Manitoulin 

Ram Partitions Ltd., Downsview—Metro Toronto 

Al Ratz Woodworking, Neustadt—Grey C. 

Regal Arc Ltd., Toronto—Metro Toronto 

Regency Interiors, Scarborough—Metro Toronto 

Rigby’s Ltd., St. Catharines—R. M. Niagara 

Rodwell Mfg. Co., Stratford—Perth C. 

Roger’s Custom Carpentry, Hamilton—R. M. 
Hamilton-Wentworth 

M. G. Rogers & Son, Little Britain—Victoria C. 


Sam Artcraft, Mississauga—R. M. Peel 

Hans Sandker Ltd., Strathroy—Middlesex C. 

Sarnia Cabinets Ltd., Sarnia—Lambton C. 

Sauter Furniture Ltd., Toronto—Metro Toronto 

Schaefer Cabinets Ltd., Lambeth—Middlesex C. 

Dan Scott Cabinets, Lambeth—Middlesex C. 

Senior Custom Upholstering & Furniture, 
Toronto—Metro Toronto 

Shelving Displays Ltd., Brantford—Brant C. 

A. Shniffer Ltd., Toronto—Metro Toronto 

Silverman Frames Ltd., Downsview—Metro Toronto 

Simcoe Cabinet Works, Sudbury—R. M. Sudbury 

Simmons Ltd., Brampton—R. M. Peel 

Simone’s Woodwork, Toronto—Metro Toronto 


Sklar Peppler Furniture Ltd., Southampton—Bruce C. 


Lloyd Smith Sales, Otterville—Oxford C. 

M. D. Snell & Son Ltd., Sharbot Lake—Frontenac C. 

Spectrum Exhibits & Woodworking Ltd., 
Rexdale—Metro Toronto 

Stage Door Ltd., Thornhill—R. M. York 


Stairco Ltd., Waterloo—R. M. Waterloo 

Staples Display Advertising Ltd., Thornhill—R. M. 
York 

Star Bedding Products Ltd., Rexdale—Metro Toronto 

Stello Furniture Mfg., Toronto—Metro Toronto 

Stock Wooden Toys Ltd., Williamsford—Grey C. 

Walter Stokes & Sons Ltd., St. Catharines—R. M. 
Niagara 

Storform Industries Ltd., Concord—R. M. York 

Studio Six Art Gallery Ltd., Markham—R. M. York 

Style Rite Custom Upholstering & Furniture Ltd. , 
Concord—R. M. York 

Syroco Canada Ltd., Kitchener—R. M. Waterloo 


T & T Store Fixtures Ltd., Weston—Metro Toronto 

Table Top Furniture Ltd., Brampton—R. M. Peel 

J. E. Thomas Specialties Ltd., Lindsay—Victoria C. 

Three J. Display & Woodworking Enterprises Ltd. , 
Scarborough—Metro Toronto 

Tony’s Cabinets, Thunder Bay—D. Thunder Bay 

Topic Picture Frames Co., Mississauga—R. M. Peel 

Topper Artistic Products Ltd., Concord—R. M. York 

Toro Wood Products, Weston—Metro Toronto 

Toronto Metal & Wood Co., Downsview—Metro 
Toronto 

Trenco Design Cabinets Ltd., Scarborough—Metro 
Toronto 

Trimco Woods Ltd., Bolton—R. M. Peel 


U.C.M. Millwork Ltd., London—Middlesex C. 


The Valley City Mfg. Co. Ltd., Dundas—R. M. 
Hamilton-Wentworth 

Valtenbergs Woodwork, Toronto—Metro Toronto 

Velvet Touch of London, London—Middlesex C. 

Vibration Technology Ltd., Scarborough—Metro 
Toronto 

Victorian Picture Frames Ltd., Scarborough—Metro 
Toronto 

Vinton Woodworking Ltd., Scarborough—Metro 
Toronto 


|. Wagner Co. Ltd., Toronto—Metro Toronto 

Wakely & Co. Ltd., Toronto—Metro Toronto 

Waterloo Bedding Co. Ltd., Waterloo—R. M. 
Waterloo 

Waterloo Interior Woodcraft Ltd., Kitchener—R. M. 
Waterloo 

Whitler Crafts Ltd., Peterborough—Peterborough C. 

Willison Wood Products Co. Ltd., Weston—Metro 
Toronto 

Andrew Wilson Displays Ltd., Toronto—Metro 
Toronto 

Ron Wilson Woodworking Ltd., Alliston—Simcoe C. 

Windfield Gallery Ltd., Welland—R. M. Niagara 

Wood is Good Industries Ltd., Kemptville—Leeds & 
Grenville C. 


Miscellaneous Furniture Industry (Cont'd) 
Wood-way Mfg. Ltd., Georgetown—R. M. Halton 
The Woodshop, West Hill—Metro Toronto 
Wright Assemblies Ltd., Strathroy—Middlesex C. 


York Kitchen Equipment Ltd., Weston—Metro 
Toronto 


Zdrale Custom Woodwork, Toronto—Metro Toronto 


Zest Furniture Industries Ltd., Weston—Metro 
Toronto 


TRAVEL TRAILER AND CAMPER INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
3242 
A. R. C. Industries, Dashwood—Huron C. 
Firan-Glendale Corp., Strathroy—Middlesex C. 


Gypsy Queen Trailer Mfg. Co. Ltd.., 
Thamesville—Kent C. 


Industrial Hardware Products Ltd., Thunder Bay— 
D. Thunder Bay 


Andrew J. Maheu Boats Ltd., Perkinsfield—Simcoe C. 
Norcom Homes Ltd., Kitchener—R. M. Waterloo 


Prowler Industries of Ontario Ltd., Lindsay—Victoria C. 
Pyramid Homes (Windsor) Ltd., Windsor—€ssex C. 


Traveliner Co. Ltd., Oshawa—R. M. Durham 
Travelite Trailers Ltd., Cornwall—Stormont, Dundas 
& Glengarry C. 
Travel Mate Motor Homes Ltd., Owen Sound—Grey C. 
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eS 


BOAT BUILDING AND REPAIRING INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
3280 


Abbott Boats Ltd., Sarnia—Lambton C. 
Alfred Andersen, Dryden—D. Kenora 
Allen Nye Scott Enterprises Ltd., Belleville—Hastings C. 


Baycrest Lodge, Marina & Yard, 
Demorestville—Prince Edward C. 
Bayfield Boat Yard Ltd., Clinton—Huron C. 


C. & L. Boatworks Ltd., Pickering—R. M. Durham 
Cliffe Craft Ltd., Gananoque—Leeds & Grenville C. 


Duke Marine Services Ltd., Port Carling—D. M. 
Muskoka 
Du Yang Boat Works Ltd., Whitby—R. M. Durham 


Ellerys Ultra Light Canoes, Trout Creek—D. Parry 
Sound 
Exe Fibercraft Ltd., Exeter—Huron C. 


B. Giesler & Sons Ltd., Powassan—D. Parry Sound 

Greavette Boat Corp. Ltd., Gravenhurst—D. M. 
Muskoka 

Grew Corp., Penetanguishene—Simcoe C. 


Harran Boat Builders & Repair, Ltd., 
Peterborough—Peterborough C. 


Ivey Trailers Ltd., Peterborough—Peterborough C. 
Langford Canoe Co., Bracebridge—D. M. Muskoka 


Andrew J. Maheu Boats Ltd., Pertinsfield—Simcoe C. 

Mason Boats Ltd., Smith's Falls—Lanark C. 

Raymond Mcintosh Boat Works, Picton—Prince 
Edward C. 

McVay Yachts Ltd., Cambridge—R. M. Waterloo 

Music Boats, Kingston—Frontenac C. 
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SPORTING GOODS INDUSTRY 


Statistics Canada 
Standard Industrial Classification 


3931 
Al’s Woodworking Ltd., Windsor—Essex C. Enos Williams, Ohsweken—Brant C. 
Wilson Sports Equipment (Canada) Ltd., 
Bentley’s Sporting Goods Ltd., Niagara Falls—R. M. Belleville—Hastings C. 


Niagara 
Chapman Billiard Supplies, Toronto—Metro Toronto 


Dorset Billiard Tables & Supplies Ltd., 
Gormley—R. M. York 
Scarborough—Metro Toronto 

Dufferin Patterns & Wood Specialties Ltd., 
Toronto—Metro Toronto 

Dunmark Mfg. Co. Ltd., Newmarket—R. M. York 


Fleetwood Shuffleboard Ltd., Markham—R. M. York 


Gymnasium & Health Equipment Co. Ltd., 
Markham—R. M. York 


Henderson Recreation Equipment Ltd., 
Norwich—Oxford C. 

Hespeler-St. Mary’s Wood Specialties Ltd., 
Cambridge—R. M. Waterloo 

Hillerich & Bradsby Co. Ltd., Wallaceburg—Kent C. 

Hussey Seating Co. (Canada) Ltd., Toronto—Metro 
Toronto 


Kitchener Hockey Stick Mfg. Ltd., Kitchener—R. M. 
Waterloo 


Laurentian Gymnastic Industries (1970) Ltd., 
Mississauga—R. M. Peel 


Mohawk St. Regis Lacrosse Ltd. , 
Cornwall—Stormont, Dundas & Glengarry C. 
John Myhal, Cabinet Maker, Brantford—Brant C. 


Ontario Billiard Supply Co. Ltd., Toronto—Metro 
Toronto 


Paris Playground Equipment Ltd., Paris—Brant C. 
Professional Bowling Service Ltd., Richmond 
Hill—R. M. York 


Slazengers Canada Ltd., Toronto—Metro Toronto 
Sports Pal Enterprises Ltd., Callander—D. Parry 
Sound 
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GAME AND TOY INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
3932 


A. R. C. Industries, Dashwood—Huron C. 


Bentley’s Sporting Goods Ltd., Niagara Falls—R. M. 
Niagara 


Children’s Playgrounds Inc., Markham—R. M. York 


Egan Visual Inc., Concord—R. M. York 
Escom Mfg. Ltd., Richmond Hill—R. M. York 


M. A. Henry Ltd., Dundas—R. M. 
Hamilton-Wentworth 

Herrem Woodworkers Ltd., Fort Frances—D. Rainy 
River 

National Shuffleboard & Mfg. Ltd., Goderich—Huron C. 

Otter Workshop, Dryden—D. Kenora 

Stock Wooden Toys Ltd., Williamsford—Grey C. 


The Wooden Toy Co. Division, Oshawa—R. M. 
Durham 
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MUSICAL INSTRUMENT INDUSTRY 


Statistics Canada 
Standard Industrial Classification 
3994 
Dubay Organs Co. Ltd., Burlington—R. M. Halton 
Hammond International Canada Ltd., 
Agincourt—Metro Toronto 
Heintzman & Co. Ltd., Hanover—Grey C. 
Kaschper Racing Shells Ltd., Lucan—Middlesex C. 
Keates Organ Co. Ltd., Halton Hills—R. M. Halton 
Gabriel Kney & Co. Ltd., London—Middlesex C. 


Lucky Strike Baitworks Ltd., 
Peterborough—Peterborough C. 


Mason & Risch Ltd., Scarborough—Metro Toronto 
Principal Pipe Organs Co., Woodstock—Oxford C. 


Shaw Organs Inc., Burlington—R. M. Halton 
Sherlock-Manning Piano Co. Ltd., Clinton—Huron C. 
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GEOGRAPHIC DIRECTORY 
BY 
MUNICIPALITIES 
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MUNICIPALITY OF METROPOLITAN TORONTO 
METROPOLITAN TORONTO 


AGINCOURT 


Candesco Interiors Ltd. 

4160 Midland Avenue 

Agincourt M1S 3B2 

416/298-3500 

Store fixtures, interiors, custom furniture 
2610, 2660 


Hammond International Canada Ltd. 
20 Commander Blvd. 

Agincourt M1S 3L9 

416/293-2447 

Organs 

3994 


Kennedy Woodworking Co. 
23 Trojan Gate 

Agincourt M1B 1T2 
416/292-5899 

Restaurant and store fixtures 
2660 


Montage Homes Ltd. 

25 Bay Mills Blvd. 

Suite 803 

Agincourt M1T 3P4 

416/291-8989 

Custom-designed and custom-built vacation homes 
2543 


J. Ziner Lumber Ltd. 
Box 6000 

65 Passmore Avenue 
Agincourt M1S 3C6 
416/291-9811 
Millwork and lumber 
2541 


DON MILLS 


Cameron-Mcindoo Ltd. 
20 Upjohn Road 

Don Mills M3B 2V9 
416/447-3301 

Store fixtures 

2660 


Display Service Co. Ltd. 
25 Dyas Road 

Don Mills M3B 1V7 
416/445-5120 

Exhibition displays 

2660 


Metalsmiths Co. Ltd. 

21 Kern Road 

Don Mills M3B 1S9 

416/449-2026 

Executive office furniture and accessories 
2640 


Stereo Voice of Canada Ltd. 
2 Briancliff Drive 

Don Mills M3B 2G2 
416/925-0625 

Stereo and hi-fi cabinets, speaker systems, custom 
cabinets and furniture 
2610 


DOWNSVIEW 


Acadian Frame & Woodworking Co. Ltd. 
800 Supertest Road 

Downsview M3J 2M5 

416/635-7077 

Furniture frames 

2610 


Aluminum Mold & Pattern Inc. 
184 Limestone Crescent 
Downsview M3J 2S4 
416/663-9426 

Mold patterns 

2599 


Architectural Woodwork Co. 

18 Ashwarren Road 

Downsview M3J 1Z7 

416/636-7552 

Custom commercial and institutional cabinets, 
millwork 

2660 


Aristocraft Vinyl Inc. 
215 Dolomite Drive 
Downsview M3J 2N1 
416/661-1516 

Vinyl laminating 
2541 


Art Plaque Ltd. 

73 Alness Street, Unit 8 
Downsview M3J 2H2 
416/663-9802 

Plaques 

2599 
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METROPOLITAN TORONTO (CONT’D) 
Downsview (Cont'd) 


Artistic Woodwork Co. Ltd. 
140 St. Regis Crescent 
Downsview M3J 1Y8 
416/638-7772 

Picture frames and moldings 
2541, 2660 


Beautiline Systems Ltd. 
420 Eddystone Avenue 
Downsview M3N 1H7 
416/742-5360 
Showcases, store fixtures 
2660 


Bolton Millwork Ltd. 

73 Alness Street 

Downsview M3J 2H2 

416/661-1532 

Institutional and industrial fitments, custom furniture 
2610, 2640, 2660 


Canadian Institutional Furniture Co. 

22 Tangiers Road 

Downsview M3J 2B2 

416/638-0470 

Science room, laboratory and library furniture and 
shelving 

2660 


Canadian Mantel & Stone Co. Ltd. 

100 Ashwarren Road 

Downsview M3J 2S6 

416/633-5124 

Kitchen cabinets, fireplaces, countertops, vanities 
2541, 2544, 2599 


Canadian Sauna Sales Ltd. 

36 LePage Court 

Downsview M3J 1Z9 

416/638-6355 

Saunas and pre-fabricated sauna rooms 
2543 


Continental Woodworking Mfgs. 

127 Eddystone Avenue 

Downsview M3N 1H6 

416/743-1262 

Custom office and store furniture, store fixtures, 
woodworking 

2640, 2660 


Creative Custom Furnishings Ltd. 

134 Oakdale Road 

Downsview M3N 1V9 

416/742-7450 

Custom-built residential and office furniture 
2610, 2640 


Denwood Crafts Ltd. 
33 LePage Court 
Downsview M3J 2A2 
416/635-5351 


Furniture parts, clock casings, nursery equipment 


2610 


Economy Store Fixtures Ltd. 
900 Alness Street, Unit 17 
Downsview M3J 2H6 
416/661-3565 

Custom-built interior fixtures 
2660 


Elm Woodwork Ltd. 
115 Oakdale Road 
Downsview M3N 1W2 
416/742-7633 
Architectural millwork 
2660 


Frameguild Mouldings Ltd. 
230 Supertest Road 
Downsview M3J 2M2 
416/661-9333 

Picture frames 

2660 


Global Upholstery Co. Ltd. 
560 Supertest Road 
Downsview M3J 2M5 
416/661-3660 


Office, commercial and institutional furniture 


2640, 2660 


Globe Spring & Cushion Co. Ltd. 
4040 Chesswood Drive 
Downsview M3J 2B9 
416/630-1833 

Box springs 

2660 


Handy Interiors Ltd. 
900 Alness Street 
Downsview M3J 2H6 
416/661-0549 
Custom furniture 
2610 


R. H. Huber & Co. (Canada) Ltd. 
30 St. Regis Crescent, North 
Downsview M3J 1Z2 
416/630-9000 

Livingroom furniture 

2610 


METROPOLITAN TORONTO (CONT’D) 
Downsview (Cont'd) 


1.$.P.A. Woodworking Ltd. 

127 Eddystone Avenue 

Downsview M3N 1H5 
416/743-1262 

Store fixtures, custom woodworking 
2660 


International Countertops Ltd. 
290 Eddystone Avenue 
Downsview M3N 1H7 
416/745-1621 

Countertops 

2544 


J. E. Furniture & Design Ltd. 

4751 Keele Street, Rear 

Downsview M3J 2N9 

416/661-9677 

Dining and bedroom suites, curio cabinets 
2610 


A. E. Jenson & Sons Ltd. 
25 LePage Court 
Downsview M3J 2A2 
416/636-9811 

Household furniture 

2610 


Kings-Wood Frame Mfg. Corp. 
71 Wildcat Road 

Downsview M3J 2P5 
416/661-5655 

Chesterfield frames 

2542 


Kitchenart 

4699 Keele Street, Unit 16 

Downsview M3J 2N8 

416/661-2707 

Kitchen cabinets, vanities, shelving and furniture, 
office interiors, curvedwood products 

2544, 2660 


Kobi’s Cabinets Ltd. 
120 Oakdale Road 
Downsview M3N 1V9 
416/742-7722 


Dental and medical cabinets, custom woodworking 


2660 


Komfort Kitchens Ltd. 
900 Alness Street, Unit 15 
Downsview M3J 2H6 
416/661-0943 

Kitchen cabinets, vanities 
2544 


Lanark Furniture (1969) Ltd. 
250 Supertest Road 
Downsview M3J 2M3 
416/661-9640 

Livingroom furniture 

2610 


Marino Mfg. Co. 

165 Norfinch Drive 
Downsview M3N 1Y2 
416/630-2024 
Brushes 

2599 


Herman Miller of Canada Ltd. 
600 Supertest Road 
Downsview M3J 2M5 
416/661-3855 

Office systems and furniture 
2640, 2660 


National Picture & Frame (Central) Ltd. 
133 St. Regis Crescent, South 
Downsview M3J 1Y6 

416/630-7634 

Picture frames 

2660 


North Eureka Refrigeration Co. Ltd. 
366 Eddystone Avenue 

Downsview M3N 1H7 
416/743-1571 

Cold storage doors 

2541 


Oakwood Lumber & Millwork Co. Ltd. 
45 LePage Court 

Downsview M3J 2A2 

416/633-5148 

Moldings and trim 

2541 


Pattern Engineering Co. 
37 LePage Court 
Downsview M3J 2A2 
416/630-9104 

Mold patterns 

2599 


Penwood Mfg. Co. Ltd. 

900 Alness Street 

Downsview M3J 2H6 

416/661-0288 

Custom commercial and institutional fixtures and 
cabinets 

2660 


METROPOLITAN TORONTO (CONT’D) 
Downsview (Cont'd) 


Potts Pattern Ltd. 

145 Oakdale Road 

Downsview M3N 1W2 
416/742-7333 

Foundry patterns, industrial models 
2599 


Provincial Frames (76) Ltd. 
77 Martin Ross Avenue 
Downsview M3J 2L5 
416/661-0118 

Furniture frames 

2610 


Pro-Woodworking Ltd. 

88 St. Regis Cres., North 
Downsview M3J 123 
416/636-9930 

Furniture components, turnery 
2592 


Quality Woodworking Co. Ltd. 
445 Eddystone Avenue 
Downsview M3N 1H8 
416/743-8485 

Kitchen cabinets, vanities 
2544 


Ram Partitions Ltd. 

125 Oakdale Road 

Downsview M3N 1W2 

416/745-2244 

Landscape screens, demountable walls 
2660 


Reff Products Ltd. 

400 Oakdale Road 

Downsview M3N 1W3 

416/741-5453 

Bedroom, livingroom and office furniture 
2610, 2640 


Ritex Mfg. Ltd. 

350 Supertest Road 
Downsview M3J 2M2 
416/661-2162 

Office chairs 

2640 


Sanderson-Harold Co. Ltd. 
95 Dolomite Drive 
Downsview M3J 2N1 
416/661-0630 

Kitchen cabinets 

2544 


Silverman Frames Ltd. 

4548 Dufferin Street 
Downsview M3H 5S2 
416/638-6161 

Furniture frames, box springs 
2610, 2660 


Speedy Pallet & Box Co. 
13 Vanley Crescent 
Downsview M3J 2B9 
416/636-5590 

Pallets, crates, boxes 
2560 


Stella Custom Furniture 

215 Oakdale Road 

Downsview M3N 1W4 
416/743-2653 

Custom-built livingroom furniture 
2610 


Steve’s Woodturning Co. Ltd. 
129 Oakdale Road 
Downsview M3N 1W3 
416/742-7522 

Pine furniture components 
2592 


Streamline Metalcraft Co. Ltd. 
86 Martin Ross Avenue 
Downsview M3J 2L4 
416/661-0412 

Stair handrails 

2541 


E. G. Sweet Ltd. 

448 Limestone Crescent 

Downsview M3J 2S4 

416/661-1097 

Household furniture, custom wood turnery 
2610, 2592 


Tavares Fine Furniture Ltd. 
5 Steeprock Drive, Unit 3 
Downsview M3J 2Z6 
416/635-5830 

Furniture 

2610 


Toronto Metal & Wood Co. 
123 Eddystone Avenue 
Downsview M3N 1H5 
416/743-1091 

Restaurant equipment 
2660 


METROPOLITAN TORONTO (CONT’D) 


Downsview (Cont'd) 


United Window Mfg. Ltd. 
85 Toro Road 

Downsview M3J 2A4 
416/633-7366 

Doors, window frames 
2541 


Value Woodworking Ltd. 
162 Limestone Crescent 
Downsview M3J 2S4 
416/663-1984 

Kitchen cabinet doors 
2541 


Vanguard Mouldings Inc. 
222 Supertest Road 
Downsview M3J 2M2 
416/661-0111 

Picture frame moldings 
2541 


Yorkville Furniture Ltd. 

960 Alness Street, Unit 13 
Downsview M3J 2S1 
416/661-0878 

Custom-made household furniture 
2610 


ISLINGTON 


Carl’s Picture Framing 
500 Islington Ave., North 
Islington M9A 3L8 
416/233-0743 

Custom picture framing 
2660 


REXDALE 


Albion Furniture Design Inc. 
1889 Albion Road 

Rexdale M9W 5S9 
416/675-6080 

Custom-built furniture 

2610 


Artwood Custom Furniture Ltd. 
1801 Albion Road, Unit 1 
Rexdale M9W 5S7 
416/675-1665 

Household furniture 

2610 


H. A. Baxter Mfg. Ltd. 
185 Carlingview Drive 
Rexdale M9W 5E8 
416/244-9621 

Boxes, crates 

2560 


Canadian Atlas Furniture Mfg. Ltd. 
279 Rexdale Blvd. 

Rexdale M9W 1R1 

416/749-3492 

Office furniture 

2640 


E. R. Custom Woodworking 

1040 Martin Grove Road, Unit 2 

Rexdale M9W 4W4 

416/248-1354 

Store fixtures, furniture parts, custom woodworking 
2610, 2660 


Hoff Furniture Products 

1040 Martin Grove Road 
Rexdale M9W 4W4 
416/241-0275 

Household and office furniture 
2610, 2640 


Kitchen Designs Unlimited 

21 Royalcrest Road 

Rexdale M9V 2L6 

416/745-7865 

Kitchen cabinets, bar and wall units 
2599 


METROPOLITAN TORONTO (CONT’D) 
Rexdale (Cont'd) 


Soheil Mosun Ltd. 
1872 Kipling Avenue 
Rexdale M9W 4J1 
416/243-1600 


Custom residential and commercial furniture and 


fixtures 
2610, 2640, 2660 


Precision Homes Corp. Inc. 
195 Bethridge Road 
Rexdale M9W 1N4 
416/743-5510 


Prefabricated cottages, garages, homes churches 


2543 


Ruscana Furniture Ltd. 

15 City View Drive 

Rexdale M9W 5A5 

416/249-7339 

Fine funiture frames, contract furniture 
2610, 2640 


Spectrum Exhibits & Woodworking Ltd. 


24 Taber Road 

Rexdale M9W 3A5 

416/745-9262 

Custom exhibits and woodworking 
2660 


Star Bedding Products Ltd. 
37 Bethridge Road 

Rexdale M9W 1M8 
416/743-8241 

Box springs 

2660 


Sterling Caskets Co. Ltd. 
92 Brydon Drive 

Rexdale M9W 4N6 
416/743-2242 

Caskets 

2580 


A. Steve Woodwork Ltd. 
70 Belfield Road, Unit 21 
Rexdale M9W 1G3 
416/244-9373 

Millwork, custom cabinets 
2541, 2544 


Taylor Garage Doors of Canada Ltd. 
195 Bethridge Road 

Rexdale M9W 1N4 

416/743-5510 


Residential and industrial overhead doors 


2541 


SCARBOROUGH 


Abacus Mfg. Ltd. 

369 Danforth Road 
Scarborough M1L 3X8 
416/694-3487 
Counter tops 

2541 


Advance Store Fixtures Co. Ltd. 

423 Comstock Road 

Scarborough MiL 2H5 

416/759-1758 

Custom store fixtures and woodworking 
2660 


Agincourt Straube Woodworking Co. Ltd. 
2380 Midland Avenue 

Scarborough M1S 1P8 

416/291-7881 

Drafting boards and tables 

2599 


Arax Scandinavian Furniture Mfg. Co. 
85 Midwest Road 

Scarborough M1P 3A6 

416/759-5985 

Bedroom furniture 

2610 


CDA Industries Ltd. 

1430 Birchmount Road 
Scarborough M1P 2E8 
416/752-2301 

Displays, exhibition booths 
2660 


Canada Woodcraft & Design Ltd. 
6 Thora Avenue 

Scarborough M1L 2P8 
416/694-0325 


Display, exhibition and showcase fixtures, jewellery 


showcases 
2660 


Centennial Kitchens 

17 Jeavons Avenue 
Scarborough M1K 1S9 
416/266-0766 

Kitchen cabinets, vanities 
2544 


H. Cohen & Co. Ltd. 

260 Midwest Road 

Scarborough M1P 3B4 

416/751-5255 

Store fixtures, store interiors and architectural 
woodwork 

2660 


METROPOLITAN TORONTO (CONT’D) 
Scarborough (Cont'd) 


Craft Wood Products 

105 Howden Road 

Scarborough M1R 3C7 

416/757-4195 

Custom cabinets, office and residential furniture 
2610, 2640 


Cudeskco Mfg. Ltd. 

489 Brimley Road 
Scarborough M1J 1A3 
416/267-8281 

Household and office furniture 
2610, 2640 


Danforth Carpentry 

3100 Danforth Avenue 
Scarborough M1L 1B1 
416/699-3440 

Kitchen cabinets, vanities 
2544 


Deane Designs Ltd. 

215 Midwest Road 
Scarborough M1P 3A6 
416/751-2195 

Store fixtures, wall partitions 
2660 


Derel Upholstering Ltd. 
2115 Midland Avenue 
Scarborough M1P 3E4 
416/291-7941 

Furniture 

2610 


Design Furniture Mfg. Ltd. 
2360 Midland Avenue 
Scarborough M1S 1P8 
416/291-8858 

Bedroom furniture, wall units 
2610 


Dorset Billiard Tables & Supplies Ltd. 
1199 Kennedy Road 

Scarborough M1P 2L2 

416/759-2411 

Billiard tables and supplies 

3931 


Dorset Woodcraft Co. 

145 Nantucket Blvd. 

Scarborough M1P 2N5 

416/759-3851 

Window and door frames, millwork, molding 
2541 


Ekco Canada Ltd. 

376 Birchmount Road 
Scarborough M1K 1M5 
416/691-2156 

Cutlery holsters 

2599 


Fine Art International Furniture Inc. 
430 Topscott Road 

Scarborough M1B 1Y4 
416/298-2300 

Household furniture 

2610 


H. H. Freeman Mfg. Ltd. 

477 Ellesmere Road 

Scarborough M1R 4E5 

416/751-9633 

Office and institutional furniture, nesting chairs, 
tables, folding chairs and tables 

2640, 2660 


Furniture Specialty Co. 

1560 Midland Avenue 

Scarborough M1P 3C2 

416/751-2682 

Custom-made household and office furniture 
2610, 2640 


G. B. Sales Ltd. 

670 Progress Ave. 

Scarborough M1H 3A4 

416/439-6975 

Sliding, wood closet doors, mirror doors and shelving 
2541, 2660 


G. & B. Woodworking 
151 Nantucket Blvd. 
Scarborough M1P 4R5 
416/752-2264 

Kitchen cabinets 

2544 


General Wood Products 

55 Raleigh Avenue 

Scarborough M1K 1A1 
416/264-2453 

Custom store fixtures, woodworking 
2660 


Geron Associates Ltd. 

20 Progress Avenue 

Scarborough M1P 2Y4 

416/293-2441 

a interiors, exhibits, institutional fixtures 


i} 
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Scarborough (Cont'd) 


Granger Prefab Ltd. 


| 645 Midland Avenue 


Scarborough M1K 4C5 


416/266-4539 
_ Custom staircases, roof trusses, fencing 
2541, 2543 


Guildwood Furniture Designers Ltd. 


1560 Midland Avenue 
Scarborough M1P 3C2 
416/751-2682 

Furniture and custom woodwork 
2541, 2610 


Hy-Du-Plast Tool & Pattern Co. Ltd. 
123 Midwest Road 

Scarborough M1P 3A6 
416/759-8152 

Foundry patterns 

2599 


ISF Store Fixtures Ltd. 
130 Commander Blvd. 
Scarborough M1S 3H7 
416/292-1101 


Custom store fixtures, jewellery display cabinets 


2660 


Jones Wood Specialties Ltd. 
771 Warden Avenue 
Scarborough M1L 4B7 
416/755-2271 

Architectural millwork 

2660 


Kaldoor Co. Ltd. 

411 Birchmount Rd. 

Scarborough M1K 1N3 

416/690-8888 

Doors and frames, window sashes and frames 
2541 


Maple Woodworking Co. 

112 Crockford Blvd. 

Scarborough M1R 3C3 
416/755-2370 

Custom woodworking, store fixtures 
2660 


Mason & Risch Ltd. 

2220 Midland Ave., Bldg. 4 
Scarborough M1P 3E6 
416/291-1639 

Pianos 

3994 


Mavwood Products Ltd. 
446 Birchmount Road 
Scarborough M1K 1M9 
416/698-2811 

Kitchen cabinets, vanities 
2544 


McGale Ladder Mfg. 
328 Danforth Road 
Scarborough MiL 3X6 
416/698-3895 
Ladders 

2599 


McNicol Stevenson Ltd. 
2161 Midland Avenue 
Scarborough MiP 4T3 
416/291-2932 
Chalkboards 

2599 


McVeigh Interiors & Exhibits 
32 Howden Rd., Unit B 
Scarborough M1R 3E4 
416/751-8170 

Exhibits, displays, interiors 
2660 


Modern Design Studio 

120 Manville Rd., Units 11 & 12 
Scarborough M1iL 4J5 
416/755-0777 

Custom woodworking 

2660 


Modern Pattern Works Ltd. 

25 Civic Road 

Scarborough M1L 2K6 
416/751-5272 

Wood and metal patterns, boat kits 
2599 


Nino’s Custom Cabinets Ltd. 
610 Danforth Road 
Scarborough M1K 1E7 
416/267-2184 

Custom kitchen cabinets 
2544 


Olympic Kitchen Corp. 

1 Parnell Avenue 
Scarborough M1K 1B1 
416/266-8851 

Kitchen cabinets, vanities 
2544 
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Scarborough (Cont'd) 


Pacific Pre-Fab Homes & Cottages Ltd. 
6520-30 Lawrence Ave., East 
Scarborough M1E 4R4 

416/284-9294 

Prefab homes and cottages 

2543 


Perma Foam Ltd. 

195 Midwest Road 
Scarborough M1P 3A6 
416/757-3235 

Box springs 

2660 


The Plastwood Mfg. Co. Ltd. 

1820 Midland Ave. 

Scarborough M1P 3C2 

416/759-2236 

Desk and counter tops, doors, wall panelling 
2541 


Premium Forest Products Ltd. 
426 Ellesmere Road 
Scarborough M1R 4E7 
416/291-7321 

Doors, louvre panels 

2541 


R.N.S. Teak Custom Furniture Ltd. 
1720 Midland Ave., Units 16-18 
Scarborough M1P 3C8 
416/759-9280 

Custom-built teak furniture 

2610 


Regency Interiors 

1950 Ellesmere Rd., Units 6 & 7 

Scarborough M1H 2V8 

416/438-6280 

Cabinets for libraries, dens, kitchens and vanities 
2544, 2660 


Scandia Custom Furniture Mfg. 
205 Midwest Road 
Scarborough M1P 3A6 
416/751-3440 

Bedroom furniture 

2610 


Scarborough Furniture & Refinishing 
439 Birchmount Road 

Scarborough M1K 1N3 
416/699-4177 

Furniture reproductions 
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Sonnenberg Industries Ltd. 
105 Howden Road 
Scarborough M1R 3C7 
416/757-4195 
Custom-built furniture 

2610 


Superior Laminated Products Co. Ltd. 
489 Brimley Road, Unit 13 
Scarborough M1J 1A3 

416/261-7133 

Office furniture components 

2640 


Tecum Furniture Ltd. 
791 Tapscott Road 
Scarborough M1X 1A1 
416/293-9952 
Contemporary furniture 
2610 


Three J Display & Woodworking Enterprises Ltd. 
332 Nantucket Blvd. 

Scarborough M1P 2P4 

416/759-4082 

Displays, store fixtures, custom furniture 

2660 


Tippet Signs Ltd. 

33 Salome Drive 
Scarborough M1S 2A7 
416/293-2539 

Masonite and plywood signs 
2599 


Torim Lites Ltd. 

119 Manville Rd. 
Scarborough M1L 2J7 
416/759-7859 

Lamps and shades 
2610 


Trenco Design Cabinets Ltd. 
1720 Midland Ave., Unit 9 
Scarborough M1P 3C8 
416/755-4494 


Custom kitchen cabinets, vanities, built-ins, storage 


walls 
2544, 2660 


United Woodworking Ltd. 

170 Nantucket Blvd., Units 6, 7, 8 
Scarborough M1P 2N9 

416/755-7983 

Custom kitchen cabinets, vanities, doors 
2544 


METROPOLITAN TORONTO (CONT’D) 


Scarborough (Cont'd) 


H. Vetterli Pattern Works 
124a Manville Road 
Scarborough MiL 4J5 
416/757-0245 

Foundry patterns 

2599 


Vibration Technology Ltd. 
1950 Ellesmere Road, Unit 12 
Scarborough M1H 2V8 
416/438-9320 

Speaker cabinets 

2660 


Viceroy Construction Co. Ltd. 
30 Melford Drive 
Scarborough M1B 124 
416/298-2200 

Prefab cottages and homes 
2543 


Victorian Picture Frames Ltd. 


133 Midwest Road 
Scarborough M1P 3A6 
416/751-8088 

Picture frames 

2660 


Vinton Woodworking Ltd. 
112 Crockford Blvd. 
Scarborough M1R 3C3 
416/755-2370 

Store fixtures 

2660 


TORONTO 


A. K. Wood Products 
250 The Esplanade 
Toronto M5A 1J2 
416/364-2499 
Custom woodworking 
2660 


Accurate Engraving Ltd. 
17 Arnold Street 
Toronto M8Z 5A5 
416/255-5181 

Wooden signs 

2599 


Acme Lumber & Supplies 
863 Kipling Avenue 
Toronto M8Z 5H1 
416/239-7333 

Custom millwork 

2541 


Acrylic Designs Ltd. 
321 Albany Avenue 
Toronto M5R 3E2 
416/537-5417 

Signs, furniture displays 
2599 


Adrian Materials Handling Ltd. 
266 Royal York Road 

Toronto M8V 2V9 
416/252-4613 

Pallets, skids 

2560 


Ajax Engineers Ltd. 
250 Merton Street 
Toronto M4S 1A9 
416/489-1156 
Water-cooling towers 


Ambiant Systems Ltd. 
76 Richmond St., East 


- Toronto M5C 171 


416/863-0863 
Institutional and office furniture 
2640, 2660 


Anthony’s Art Design Ltd. 
992 Roselawn Avenue 
Toronto M6B 1C1 
416/781-6502 

Lamps, planters 

2610, 2660 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


Apex Furniture Mfg. Co. Ltd. 

188 Pearl Street 

Toronto M5H 1L5 

416/868-0354 

Office, dental and medical furniture 
2640, 2660 


Apoll Carpentry 

2696 St. Clair Ave., West 

Toronto M6N 1M2 

416/769-6982 

Custom-built kitchen cabinets, vanities 
2544 


Architectural Woodwork Co. Ltd. 

18 Ashwarren Road 

Toronto M3J 125 

416/636-7552 

Commercial wooden cabinets, doors, millwork 
2541, 2640 


Art Woodwork Contracting 

54 Six Point Road 

Toronto M8Z 2X2 

416/239-4191 

Store fixtures, office and lab furniture, kitchen 
cabinets 

2544, 2640, 2660 


Artistic Furniture Ltd. 

66 Fraser Avenue 

Toronto M6K 1Y6 

416/533-7991 

Upholstered furniture, wood frames, bunk beds, 
occasional wood pieces 

2610 


Asbestos Building Supply Ltd. 
266 Royal York Road 

Toronto M8V 2V9 
416/259-9625 

Pre-fabricated homes 

2543 


Atlas Displays, Store Fixtures & Refrigeration Ltd. 


223 Melrose Street 

Toronto M8Y 1B8 

416/252-4746 

Display exhibits and cases, walk-in coolers, beer 
coolers, store fixtures 

2660 


B & H Woodworkers (Canada) Ltd. 

25 Advance Road 

Toronto M8Z 2S6 

416/239-4318 

Laboratory, school and hospital furniture 
2660 


B & S Furniture Mfg. Ltd. 

70 Wingold Avenue 

Toronto M6B 1P5 

416/789-3417 

Scandinavian furniture, table lamps, book cases 
2610 


Bader Bros. Ltd. 

511 King Street West 
Toronto M5V 1K4 
416/366-6263 
Picture frames 

2660 


Bancliffe Contracting & Construction Ltd. 
2 Wheeler Avenue 

Toronto M4L 3V2 

416/694-2173 


Custom-built store, office and residential fixtures and 


furniture 
2610, 2640, 2660 


Baronins Woodworking & Contracting Ltd. 
30 McRoberts Avenue 

Toronto M6E 4P4 

416/654-7777 

Household furniture and kitchen cabinets 
2544, 2610 


Barrymore Furniture Co. 
1137 King St., West 
Toronto M6K 1E2 
416/532-3891 
Household furniture 
2610 


Basil Custom Framing 
54 Birch Avenue 

Toronto M4V 1C8 
416/923-1711 

Mirror and picture frames 
2541, 2599 


Bedford Bedding & Upholstery Co. Ltd. 
1180 Caledonia Road 

Toronto M6A 2W5 

416/781-2411 

Bedroom furniture 

2610 


Berkely Custom Woodworking 

61 Logan Avenue 

Toronto M4M 2M9 

416/466-8781 

Counters, bars, bookcases, pine furniture 
reproductions 

2610, 2660 
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Toronto (Cont'd) 


A. J. Biffis Ltd. 

Daniels Construction Co. Division 
222 Evans Avenue 

Toronto M8Z 1J8 

416/252-3377 

Bank fixtures 

2541, 2542, 2599 


Bingham & Canadian Custom Upholstering Ltd. 
931 Kingston Road 

Toronto M4E 1S6 

416/691-4781 

Living-room furniture 

2610 


Brown Pattern Works 
25 Stafford Street 
Toronto M5V 2S2 
416/364-8860 
Models 

2599 


Brown Window Frames Ltd. 
2 Kelvin Avenue 

Toronto M4C 5C8 
416/694-5354 

Window and door frames 
2541 


Brunswick Mfg. Co. Ltd. 

21 Research Road 

Toronto M4G 2G7 
416/421-5858 

Office and institutional furniture 
2640 


Budget Office Furniture 
394 Royal York Road 
Toronto M8Y 2R3 
416/251-2542 

Wood office furniture 
2640 


Raymond Burka Designs Ltd. 

37 Milford Avenue 

Toronto M6M 2W1 

416/248-6113 

Store fixtures, commercial and residential cabinets, 
picture frames 

2610, 2660 


Burston Mfg. Co. 

239 Bering Avenue 

Toronto M8Z 3A5 
416/239-2934 

Adjustable docks for cottages 
2599 


Canada Flushwood Door Mfg. Ltd. 
385 The West Mall 

Toronto M9C 1E7 

416/622-1201 

Doors 

2541 


Canadian Display & Custom Woodwork 
205-30th Street 

Toronto M8W 3C6 

416/251-5474 

Store fixtures, architectural woodwork 
2660 


Capital Woodworking Co. (Toronto) Ltd. 
460 Gilbert Avenue 

Toronto M6E 4X5 

416/781-6095 

Furniture frames 

2610 


Carinci & Sons Kitchen Cupboard Makers 
537 Rogers Road 

Toronto M6M 1B4 

416/653-7157 

Kitchen cabinets 

2544 


James Carlin Furniture Co. 
233 Carlton Street 

Toronto M5A 2L2 
416/922-4012 

Furniture and cabinets 
2544, 2610 


Carpano Exclusive Kitchens & Interiors 

1191 Lawrence Ave., West 

Toronto M6A 1E2 

416/782-6662 

Custom kitchen cabinets, dental and medical cabinets 
2544, 2660 


Centrac Industries Ltd. 

2650 St. Clair Ave., West 

Toronto M6N 1M2 

416/763-4551 

Custom and contract hotel and institutional furniture 
and fixtures 

2660 


Century Picture Frames Ltd. 
763 Woodbine Avenue 
Toronto M4E 2J4 
416/691-0575 

Picture frames 

2660 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


Chapman Billiard Supplies 
1186 Queen St., West 
Toronto M6J 1J6 
416/533-3102 

Billiard tables 

3931 


Chairtex Mfg. Ltd. 
2454 Dundas St., West 
Toronto M6P 1W9 
416/534-7554 

Office furniture 

2640 


City Chesterfield Frames Ltd. 
234 Birmingham Street 
Toronto M8V 2C8 
416/251-7655 

Chesterfield and chair frames 
2610 


City Frame & Woodworking Co. 

1101 Dupont Street 

Toronto M6H 2A1 

416/534-4543 

Furniture frames, livingroom furniture 
2610 


N. Clancy Displays 
53 Fraser Avenue 
Toronto M6K 1Y7 
416/534-3709 
Displays 

2599 


Classic Mantel Mfg. Co. Ltd. 
146 Stayner Avenue 

Toronto M6B 1P3 
416/783-3173 

Wood mantels 

2541 


Compact Industries Ltd. 
25 Sheffield Street 
Toronto M6M 3E5 
416/249-7921 

Ladders, fencing 

2541, 2599 


Consolidated Bedding Co. Ltd. 
36 Milford Avenue 

Toronto M6M 2V8 
416/244-4228 

Chesterfield frames 

2541 


Coronet Furniture Mfg. Co. Ltd. 

630 Kipling Avenue 

Toronto M8Z 5S2 

416/251-5207 

Kitchen furniture, coffee and end tables 
2610 


Harry Coughey Picture Framing 
231 MacPherson Avenue 
Toronto M4V 1A1 
416/923-4065 

Picture frames 

2660 


M. A. Cuming Co. Ltd. 
28 Mercer Street 
Toronto M5V 1H3 
416/368-4260 

Hat dies 

2599 


Werner Dahnz Co. Ltd. 

17 Apex Road 

Toronto M6A 2V6 
416/781-6181 

Store furnishings and fixtures 
2660 


Daniels Construction Co. 
222 Evans Avenue 
Toronto M8Z 1J8 
416/252-3377 

Bank fixtures, counters 
2660 


J. Lorne Davidson Ltd. 
544 Queen St., East 
Toronto M5A 1V2 
416/368-8608 


Custom-made commercial tables, desks and table 


tops 
2640, 2660 


Deco Furniture Mfg. Ltd. 
82 Miller Street 

Toronto M6N 229 
416/656-3336 
Headboards 

2610 


Decor Kitchens Mfg. Co. 

18 Buckingham Street 

Toronto M8Y 2W1 

416/251-2468 

Custom kitchen cabinets, vanities 
2544 
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Toronto (Cont'd) 

Design Craft Ltd. Du Barry Furniture Ltd. 

20 Butterick Road 23 Connell Court 

Toronto M8W 3Z8 Toronto M8Z 1E8 

416/252-3361 416/251-2295 

Exhibits and designs Household and contract furniture 

2660 2610, 2640 

Designage Industries Ltd. Dufferin Patterns & Wood Specialties Ltd. 

16 Busy Street Dufferin Cue Division 

Toronto M4M 1N8 98 Advance Road 

416/461-9110 Toronto M8Z 2T7 

Exhibits and interiors 416/233-8323 

2660 Billiard cues and related accessories 
3931 

an Aiscue Empire Headboard Co. Ltd. 

Toronto M6J 2278 450 Gilbert Avenue 

416/537-2045 Toronto M6E 4X3 

Kitchen cabinets, vanities 416/783-3315 

2544 Upholstered headboards and benches 


2610 


Dinette Chrome & Baby Furniture Mfg. Ltd. z , 
Empire Woodworking Co. Ltd. 
398A Hopewell Avenue | 89 Miller Street 


Toronto M6E 2S2 Toronto M6N 2Z9 
416/787-2755 ! 416/656-3333 
Household (infant) furniture Headboards 


2610 2610 


F. & G. Interiors 
124 Portland St. 
Toronto M8Y 1B2 


Distinctive Upholstery Ltd. 
111 Ronald Avenue 
Toronto M6B 3X4 
416/787-5681 

416/255-7573 
Pine household furniture feat five 
2610 3610 


D. & J. Mfg. Co. Ltd. 
486 Evans Ave., Unit 9 
Toronto M8W 2T7 


Falcon Carpentry 
203 Ossington Avenue 
Toronto M6J 228 


416/252-7366 
he 416/534-2242 
ee ee cabinets, vanities, woodwork Kitchen cabinets, vanities, woodworking 
2544, 2660 
Doma’s Custom Furniture Co. Ltd. Fame Furniture Co. Ltd. 
31 Belvia Road 1194-A Caledonia Road 
Toronto M8W 3R2 Toronto M6A 2W3 
416/259-8641 416/783-3371 
Store fixtures, custom woodworking, office furniture Livingroom furniture 
2640, 2660 2610 
Dor Seal Ltd. C. Fellin Furniture Co. 
25 Newbridge Road 49 Milford Avenue 
Toronto M8Z 2L6 Toronto M6M 2W1 
416/239-2948 416/248-4263 
Wooden doors Bedroom and dining room furniture 
2541 2610 


57 


METROPOLITAN TORONTO (CONT’D) 
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Finlandia Sauna of Canada Ltd. 
31 Progress Ave., Unit 7 
Toronto MiP 4S6 
416/291-1635 

Saunas 

2599 


Arthur J. Fish Ltd. 
3681 Dundas St., West 
Toronto M6S 2T3 
416/767-4480 

Millwork 

2541 


Floorco Ltd. 

21 Research Road 
Toronto M4G 2G7 
416/421-7651 


Hardwood strip and parquet flooring 


2542 


Florida Kitchens 
49 Densley Avenue 
Toronto M6M 2P5 
416/249-6436 


Kitchen cabinets, vanities, counter tops, woodworking 


2541, 2544, 2660 


Fotiou Bros. Picture Frames Ltd. 
50 Eugene Street 

Toronto M6B 324 

416/789-5764 

Picture frames 

2660 


Frendel Prefab Kitchen Ltd. 

21 Windsor Street 

Toronto M8Y 2V9 

416/252-5731 

Custom kitchen cabinets, vanities 
2544 


Gabriel Custom Woodwork 

87 Jonesville Cres. 

Toronto M4A 1H2 
416/759-3148 

Custom-made tables and desks 
2610 


Tony Garback 

127 D’Arcy St. (Rear) 
Toronto M5T 1K2 
416/368-8578 

Box spring frames 
2660 


Gendron Industries Inc. 

411 Richmond St., East 

Toronto M5A 3S5 

416/368-4811 

Infant play pens, car beds, bassinets, and bathinets 
2660 


Gerrard Bedding Co. Ltd. 
347 Sorauren Avenue 
Toronto M6R 2G5 
416/533-8555 

Household furniture 

2610 


Nick Giacalone Woodworking 
99 Wesley Street 

Toronto M8Y 2W8 
416/252-1526 

Custom cabinets, renovations 
2544, 2660 


Jas. F. Gillanders Co. Ltd. 

33 Atomic Avenue 

Toronto M8Z 5K8 

416/259-5446 

Architectural woodwork, bank interiors, doors, 
interiors, furnishings and fixtures 

2541, 2660 


Glendon Contract Interiors Ltd. 
23 Helena Avenue 

Toronto M6G 2H3 
416/654-0255 

Custom-built kitchen cabinets 
2544 


Gligoric Wood Products 

2738 Dundas St., West 

Toronto M6P 1Y3 

416/762-3091 

Kitchen cabinets, post-formed counter tops, store 
fixtures 

2541, 2544, 2660 


Goldcrest Furniture Ltd. 

900 Caledonia Road 

Toronto M6B 3Y2 

416/789-4111 

Upholstered furniture, cabinets, bookcases, tables 
2610 


Guildhall Cabinet Shops Ltd. 

11 Jutland Road 

Toronto M8Z 2G6 

416/255-3425 

Custom dining room, bedroom and living room 
furniture, occasional tables 

2610 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


H. & H. Showcase Co. 
141 Ossington Ave. 
Toronto M6J 2Z6 
416/531-7022 

Store fixtures 

2660 


Hallmark Headboard Ltd. 

450 Gilbert Street 

Toronto M6E 4X3 

416/783-3315 

Headboards, furniture legs, bunk beds, benches 
2610 


Harrison Bros. 

2461 St. Clair Ave., West 

Toronto M6N 1K9 

416/769-7511 

22 Denarda St., Toronto M6M 4T3 
416/243-0423 

Designed and built displays, industrial graphics 
2660 


Hespeler Furniture Co. Ltd. 
Amercan Frame Division 

5 Sheffield Street 

Toronto M6M 3E5 
416/249-7521 

Chesterfields and chair frames 
2610 


Hillmore Wood Products Ltd. 
70-14th Street 

Toronto M8V 3J2 
416/251-2412 

Chesterfield and chair frames 
2610 


Holiday Kitchens (Ontario) Ltd. 
2779 Dundas St., West 

Toronto M6P 1Y4 

416/766-3153 

Custom kitchen cabinets, vanities 
2544 


Hollen Wood Products Ltd. 
13 Sterling Road 

Toronto M6R 2B2 
416/533-4265 

Furniture frames 

2610 


Homarc Woodwork Ltd. 

279 Evelyn Ave. 

Toronto M6P 2Z8 

416/769-5783 

Kitchen cabinets, vanities, millwork 
2541, 2544 


Hussey Seating Co. (Canada) Ltd. 

20 Torlake Crescent 

Toronto M8Z 1B3 

416/259-7889 

Basketball back stops, gymnasium seating 
2660, 3931 


Ideal Woodworking Co. Ltd. 

16 Benton Road 

Toronto M6M 3G4 

416/247-6153 

Unfinished furniture, chair seats, backs and frames 
2610 


Imperial Woodworking (1969) Ltd. 

2256 Lakeshore Blvd., West 

Toronto M8V 1A9 

416/255-0488 

Chair and sofa frames, bed-sofa combinations 
2610 


D. A. Innes Custom Carpentry 
377 Royal York Road 

Toronto M8Y 2R1 

416/251-9412 

Millwork, kitchen cabinets, vanities 
2541, 2544 


Interior Decor 

98 Tycos Drive 

Toronto M6B 1V9 

416/781-2905 

Upholstered furniture, breakfast nooks 
2610 


Intex Trade and Consumers Shows Ltd. 
Disney Display Division 

153 Dufferin Street 

Toronto M6K 1Y9 

416/533-7911 

Custom-built displays 

2660 


Irpinia Carpentry Ltd. 

159 Ossington Avenue 

Toronto M6J 226 

416/532-2142 

Kitchen cabinets, vanities, woodworking 
2544, 2660 


J. & D. Display & Interiors Ltd. 

963 Eglinton Ave., East; Unit 12A 
Toronto M4G 4B5 

416/421-8772 

Custom store and commercial fixtures 
2660 


METROPOLITAN TORONTO (CONT’D) 


Toronto (Cont'd) 


Jackson’s Display Signs Ltd. 
50 North Queen Street 
Toronto M8Z 2C4 
416/231-9231 

Signs 

2599 


Jambor & Osborne Ltd. 

31 Ripley Avenue 

Toronto M6S 3P2 
416/763-5224 

Displays and custom interiors 
2660 


Jeffery-Craig Ltd. 

20 Cranfield Road 
Toronto M4B 3L1 
416/757-4154 

Bedroom suites, graphics 
2610, 2660 


K & F Store Fixtures Ltd. 

464 Royal York Road 

Toronto M8Y 2S2 

416/252-6366 

Store, restaurant and hotel fixtures 
2660 


Kadoke Display Ltd. 
10 Jutland Road 
Toronto M8Z 2G9 
416/252-5031 
Displays, interiors 
2660 


Laidlaw-Goodwood Industries Ltd. 


50 Oak Street 
Toronto MON 1S1 
416/247-7403 


Trailer and truck flooring, post-formed counter tops 


25941, 2542 


Max Lehmann’s Cabinet Shop 
53 Fraser Avenue 

Toronto M6K 1Y7 
416/536-5863 

Fine furniture, cabinetry, desks 
2610, 2640 


Louis Interiors Inc. 
2539 Yonge Street 
Toronto M4P 2H9 
416/488-8844 
Custom-built furniture 
2610 


Lunar Frame & Woodworking 
43 Densley Avenue 

Toronto M6M 2P6 
416/244-2371 

Chesterfield frames 

2610 


Maplecrest Wood Products 
507 King St., East 

Toronto M5A 1M3 
416/368-1997 

Furniture frames 

2610 


Maurer Furniture Mfg. Co. Ltd. 

38 Carnforth Road 

Toronto M4A 2K7 

416/757-2371 

Case goods, wall cabinets, bedroom furniture 
2610 


Maydwell Mfg. Co. Ltd. 

53-65 Saulter Street 

Toronto M4M 2H8 
416/465-2175 

Garden furniture, moldings, trim 
2541, 2660 


C. A. McMurty Furniture Ltd. 

1101 Dupont Street 

Toronto M6H 2A1 

416/533-1191 

Household furniture, occasional tables 
2610 


Metro Signs of Toronto Ltd. 
27 Stafford Street 

Toronto M5V 282 
416/368-4960 

Commercial signs, displays 
2599 


John Molloy Furniture 
251 Ossington Ave. (Rear) 
Toronto M6J 3A1 
416/536-1051 


Custom kitchen cabinets, dining room and bedroom 


furniture, tables 
2544, 2610 


Moor Danish Furniture Co. Ltd. 

12 Drummond Street 

Toronto M8V 1Y8 

416/255-5537 

Bedroom and dining room furniture 
2610 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


Neat Woodwork & Display Ltd. 

193 Bartley Drive 

Toronto M4A 1E6 

416/759-5502 

Exhibits, store fixtures, custom woodwork 
2660 


Nectar Design 

97 Niagara St. 

Toronto M5V 1C3 

416/368-9163 

Restaurant benches and booths, wall units 
2541 


Neptune Meters Ltd. 

3526 Lakeshore Blvd., West 
Toronto M8W 1N7 
416/259-4211 

Foundry patterns 

2599 


Nightingale Industries Ltd. 
354 Wellington St., West 
Toronto M5V 1E2 
416/362-5501 


Office chairs, conference tables, institutional seating 


2640 


Nink Custom Furniture & Interiors 

79 Jonesville Crescent 

Toronto M4A 1H2 

416/759-2696 

Custom residential and office furniture 
2610, 2640 


Nu-Style Woodworks Ltd. 

142 Bentworth Avenue 

Toronto M6A 1P7 

416/781-4832 

Furniture parts, custom frames, turnery 
2592, 2660 


Oakwood Lumber and Millwork Co. Ltd. 
45 LePage Court 

Toronto M3J 2A2 

416/633-5148 

Moldings 

2541 


Ontario Billiard Supply Co. Ltd. 
Box 56, Station N 

50 Titan Road 

Toronto M8V 3S4 
416/239-1251 

Billiard tables and accessories 
3931 


Optima Furniture Corp. Ltd. 

15 McFarren’s Lane 

Toronto M5A 2S7 

416/368-3554 

Custom office and institutional furniture 
2640, 2660 


Oxford Picture Frame Co. Ltd. 
75 Markham Street 

Toronto M6J 2G4 
416/368-8082 

Picture frames and moldings 
2541, 2660 


Pape Lumber Ltd. 

754 Pape Avenue 

Toronto M4K 3S7 
416/465-2468 

Doors, windows, staircases 
2541 


Perfect Chrome Furniture Co. Ltd. 

34 Noble Street 

Toronto M6K 2C9 

416/537-2538 

Tables, chairs, buffets, desks, high chairs, 
occasional tables 

2610 


Piddi Design Associates Ltd. 

1 Beaverdale Road 

Toronto M8Y 1H5 

416/259-3768 

Exhibits, displays, custom woodwork 
2660 

Power Woodworking Co. Ltd. 

12 Sable Street 

Toronto M6M 3K6 

416/248-5534 

Chesterfield, chair and bed frames 
2610 

Prestige Woodcraft Ltd. 

3471 Dundas St., West 

Toronto M6S 2S5 

416/766-2929 


Custom-built home and office furniture, store fixtures, 


kitchen cabinets 

2544, 2640, 2660 

Prima Chrome Furniture Co. Ltd. 
Grace Furniture Mfg. Ltd. Division 
330 Geary Avenue 

Toronto M6H 2C7 

416/532-6360, 416/532-9511 
Kitchen sets, cabinets, tables, chairs, desks, 
bookcases 
2544, 2610 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


Proform Furniture Industries Ltd. 
366 Adelaide St., East 

Toronto M5A 3X9 

416/868-1750 

Office and contract furniture 

2640 


R.E.V. Kitchen Co. Ltd. 

52 Newcastle Street 

Toronto M8Y 1A3 
416/259-4452 

Kitchen cabinets, bars, vanities 
2541 


Regal Arc Ltd. 

284 St. Helens Avenue 
Toronto M6H 4A4 
416/533-5842 

Box spring frames 
2660 


Ridpaths Ltd. 

906 Yonge Street 

Toronto M4W 2J2 
416/920-4441 

Custom furniture reproductions 
2610 


Rigel! Woodworking Ltd. 

24 Duncan Street 

Toronto M5V 2B8 

416/366-0002 

Custom household furniture, kitchen cabinets, vanities 
2544, 2610 


Royal Kitchen Cabinets Ltd. 

64 Clarkson Avenue 

Toronto M6E 276 

416/782-5538 

Custom kitchen cabinets, vanities 
2544 


Riviera Kitchen Co. Ltd. 

52 Newcastle Street 

Toronto M8Y 1A3 
416/259-4452 

Kitchen cabinets, bars, vanities 
2544, 2610 


Charles Summut Ltd. 
513 Rogers Road 
Toronto M6M 1B4 
416/653-7066 
Windows, doors 
2541 


Sauter Furniture Ltd. 

79 Sunrise Avenue 

Toronto M4A 1A9 

416/755-7219 

Household furniture, wall units, custom woodworking 
2541, 2610, 2660 


Savana Furniture Ltd. 
36 Milford Avenue 
Toronto M6M 2V9 
416/244-4228 
Chesterfields 

2610 


Senior Custom Upholstering & Furniture 
380 Spadina Avenue 

Toronto M5T 2G5 

416/368-5580 

Restaurant furniture 

2660 


A. Shniffer Ltd. 

52 Orfus Road 

Toronto M6A 1L6 

416/787-1759 

Custom fixtures for stores, barbershops, offices and 
restaurants 

2660 


Simone’s Woodwork 

1119 St. Clarens Ave. 

Toronto M6H 3X8 

416/654-8095 

Custom commercial fixtures and cabinets 
2660 


Slazengers Canada Ltd. 

89 Northline Road 

Toronto M4B 3E9 

416/759-4431 

Golf clubs, tennis and badminton racquets 
3931 


Snyder Upholsterers Ltd. 

87 Colville Road 

Toronto M6M 2Y6 

416/247-6285 

Custom office and household furniture 
2610, 2640 


Standard Patterns Ltd. 

54 Newcastle Street 

Toronto M8Y 1A3 

416/252-1197 

Foundry patterns, industrial models 
2599 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


Stello Furniture Mfg. 

536 Dundas St., West 
Toronto M5T 1H4 
416/364-6626 

Kitchen cabinets, furniture 
2544, 2660 


Super Structure Door Co. of Canada Ltd. 
62 Densley Avenue 
Toronto M6M 2R7 


— 416/247-8027 


Doors 
2541 


Superstyle Chesterfield Co. Ltd. 


58 Milvan Drive 
Toronto M9L 1Z3 
416/749-5494 
Chesterfields 
2610 


Supply Luggage Co. Ltd. 

91 Brandon Avenue 

Toronto M6H 2E2 

416/535-3497 

Sample cases, commercial cases 
2599 


Supreme Woodworking 
165 Geary Avenue 
Toronto M6H 2B8 
416/536-1590 

Furniture frames 

2610 


Tempest Boats Ltd. 
55 Fieldway Road 
Toronto M8Z 3L4 
416/233-1116 
Boats 

3280 


Thomes (Canada) Ltd. 

115 Bridgeland Ave. 

Toronto M6A 1Y7 

416/789-7548 

Dimension cutting of hardwoods and plywoods, 
hockey stick handles, furniture blanks 

2541 


T. M. Construction 
203 Withrow Avenue 
Toronto M4K 1E2 
416/461-3645 
Custom cabinets 
2544 


Tops in Kitchens 

88 Ossington Ave. 

Toronto M6J 224 
416/532-8849 

Kitchen cabinets and vanities 
2544 


Toronto Hi-Fi Ltd. 

516 Yonge Street 
Toronto M4Y 1Y3 
416/924-8852 

Hi-fi and speaker cabinets 
2610 


Toronto Pattern Works Ltd. 

4 Gilead Place 

Toronto M5A 3C9 

416/362-7459 

Foundry patterns, molds and industrial models 
2599 


Toronto Woodmouldings Ltd. 
47 Ingram Drive 

Toronto M6M 2L7 
416/248-6266 

Millwork 

2541 


Tower Kitchen Cabinets Ltd. 

925 Weston Road 

Toronto M6N 3R6 

416/769-2614 

Custom-made kitchen cabinets, vanities, counter tops 
2541, 2544 


Trio Frame & Woodworking Co. Ltd. 
17 Dora Avenue 

Toronto M6H 1J5 

416/531-4048 

Furniture frames 

2610 


Triplast Mfg. Co. Ltd. 

692 St. Clarens Ave. 

Toronto M6H 3X1 

416/533-8111 

Kitchen cabinets, vanities, post-formed counter tops 
2541, 2544 


Valtenbergs Woodwork 

1072 Dupont Street 

Toronto M6H 1Z6 

416/533-6542 

Custom kitchen cabinets, vanities, woodworking 
2544, 2660 


METROPOLITAN TORONTO (CONT’D) 
Toronto (Cont'd) 


1. Wagner Co. Ltd. 

130 Bentworth Ave. 

Toronto M6A 1P7 

416/787-1709 

Custom-made stacking or folding chairs and tables 
2660 


Wakely & Co. Ltd. 

2480 Dundas St., West 
Toronto M6P 1Y7 
416/533-7947 

Store fixtures and interiors 
2660 


Weston Kitchen Cabinets 
874 Weston Road 
Toronto M6N 3R6 
416/767-5665 

Kitchen cabinets 

2544 


Willison Wood Products 
5 Sheffield Street 
Toronto M6M 3E5 
416/249-7521 

Fine furniture frames 
2610 


Andrew Wilson Displays Ltd. 
4 Clinton Place 

Toronto M6G 1J9 
416/536-0182 

Displays 

2660 


Wood Patterns & Fibreglass Moulds 
926 Ossington Avenue 

Toronto M6G 3V1 

416/531-6793 

Models and molds for fibreglass industry 
2599 


The Wood Studio 

680 King St., West 

Toronto M5V 1N3 

416/861-1747 

Custom-built furniture, custom store fixtures, 
commercial and institutional cabinets 

2610, 2640 


York Lumber Co. Ltd. 

York Prefabs Division 

2 Blackthorn Avenue 

Toronto M6N 3H5 
416/656-2100 

Prefab homes, garages, cottages 
2543 
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Zdrale Custom Woodwork 

88 Ossington Avenue 

Toronto M6J 224 

416/532-8849 

Custom kitchen cabinets, vanities, shelving 
2544, 2660 


John Zidner Custom Woodworkers 
49-14th Street 

Toronto M8V 3J1 

416/259-9113 

Custom doors, woodworking 

2541 


WEST HILL 


Kingston Road Planing Mills Ltd. 
4071 Kingston Road 

West Hill M1E 2M3 
416/284-1645 

Millwork, custom shapes 

2541 


The Woodshop 

550 Coronation Dr., Unit 3 

West Hill M1E 4V1 

Custom store furnishings and fixtures, displays 
2660 


WESTON 


Abco Wood Products 

17 Milvan Drive 

Weston M9L 1Y8 
416/741-1641 

Window frames and sashes 
2541 


Aida Custom Furniture Co. 
200 Toryork Drive 

Weston M9L 1Y1 
416/749-0552 

Stereo and hi-fi cabinets 
2610 


Ameron Display & Wood industries Ltd. 

29 Edgar Avenue 

Weston M9M 2J2 

416/741-1964 

Displays, custom-built counters and woodwork 
2660 


Apex Woodworking Co. Ltd. 

44 Milvan Drive 

Weston M9L 1Z3 

416/745-8010 

Custom store furnishings and fixtures, displays 
2660 


METROPOLITAN TORONTO (CONT’D) 
Weston (Cont'd) 


B & E Furniture Mfg. Co. Ltd. 
98 Toryork Drive 

Weston M9L 1X6 
416/742-7742 

Dinette furniture 

2610 


Bardeau Furniture & Equipment Ltd. 
200 Pellatt Avenue 

Weston MON 2P6 

416/244-6437 

Cocktail bars, boardroom furniture 
2640, 2660 


Battistelli Industry Ltd. 
75 Millwick Drive 
Weston M9L 1Y4 
416/745-1337 
Furniture frames 

2610 


Canadian Store Fixtures Ltd. 

64 Signet Drive 

Weston M9L 1T1 

416/741-6000 

Store and office fixtures, boardroom furniture, 
restaurant equipment 

2640, 2660 


Canadiana Woodworking Ltd. 
20 Milvan Dr., Unit 6 

Weston M9L 123 
416/743-8308 

Stereo stands and bookcases 
2610 


Craftline Industries 
15 Fenmar Drive 
Weston M9L 1L4 
416/749-3723 


Occasional tables, wall units, grandfather clocks 


2610 


Crona Furniture Ltd. 

605 Fenmar Drive, Unit 11 
Weston M9L 2R6 

416/741-1332 

Contemporary household furniture 
2610 


Danwood Products Ltd. 

39 Millwick Drive, Unit 3 

Weston M9L 1Y4 

416/749-3683 

Furniture parts, dining room furniture, 
occasional tables 

2610 


Dearling Wood Products Ltd. 

685 Garyray Drive 

Weston M9L 1R2 

416/749-2210 

Pallets, boxes, skids, crates, stakes 
2541, 2560 


Decor Wood Specialties Ltd. 

40: Millwick Drive 

Weston M9L 1Y3 

416/749-3961 

Dining room suites, juvenile bedroom suites 
2610 


Dove Haven Custom Woodwork Ltd. 

230 Pellatt Avenue 

Weston M9N 2P6 

416/244-2798 

Custom kitchen cabinets, vanities and furniture 
2544, 2610 


Downs Wood Ltd. 

150 Milvan Drive 

Weston M9L 129 

416/749-2599 

Lab cabinets, library desks, cabinets, hospital 
furniture 

2660 


Exclusive Woodworking Co. 
12 Millport Drive 

Weston M9L 1A9 
416/749-6030 

Furniture frames 

2610 


Export Pattern Works Ltd. 

125 Wendell Avenue 

Weston M9N 3K9 

416/247-2662 

Foundry patterns, custom woodwork 
2599, 2660 


Flexible Handling Co. Ltd. 
24 Millwick Drive 

Weston M9L 1Y3 
416/745-7220 

Pallets and skids 

2560 


High Class Furniture Ltd. 
1131 Barmac Drive 

Weston M9L 1X4 
416/749-1441 

Custom household furniture 
2610 


METROPOLITAN TORONTO (CONT’D) 
Weston (Cont'd) 


H.W. Woodcraft Ltd. 
20 Milvan Drive 
Weston M9L 1Z3 
416/743-3558 
Household furniture 
2610 


Interiors International Ltd. 

180 Norelco Drive 

Weston M9L 183 

416/745-4000 

Custom office and commercial furniture and fixtures 
2640, 2660 


Interna Furniture Design Ltd. 

76 Signet Drive 

Weston M9L 1T2 

416/741-4211 

Upholstered furniture, chairs, office furniture 
2610, 2640 


Italcraft Furniture Mfg. Ltd. 

853 Garyray Drive 

Weston M9L 1R2 

416/749-3554 

Dining room and bedroom suites, occasional tables 
2610 


Kurl Industries Ltd. 

41 Weston Road, Unit 9 
Weston M9L 2S5 
416/749-8570 
Household furniture 
2610 


MacMillan Bloedel Bidg. Materials Ltd. 
50 Oak Street 

Weston MON 1S1 

416/244-1741 

Moldings, utility sheds 

2541, 2543 


McKnight Window Industries Ltd. 
675 Fenmar Drive 

Weston M9L 1C8 

416/749-4600 

Wood window and door frames 
2541 


Morris Chrome Mfg. Ltd & Co. 
141 Rivalda Road 

Weston M9M 2M6 
416/745-3844 

Chrome kitchen furniture 

2610 
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Richard Neilsen Ltd. 

163 Milvan Drive 

Weston M9L 1Z8 

416/742-6242 

Custom office furniture and fixtures 
2640 


Nor Will Mfg. Co. Ltd. 

46 Milvan Drive 

Weston M9L 123 

416/741-7730 

Post-formed counter tops, vanities, custom 
laminations 

2541, 2544 


Ontario Store Fixtures Inc. 

5145 Steeles Avenue, West 

Weston M9L 1R5 

416/749-7800 

Restaurant and store fixtures, shelving 
2660 


Satin Finish Hardwood Flooring Ltd. 

8 Oak Street 

Weston MON 1R8 

416/241-8631 

Strip flooring, stair treads, laminated truck flooring, 
parquet flooring 

2542 


Sklar Furniture Ltd. 
Chair Division 

201 Garyray Drive 
Weston M9L 2T2 
416/742-0835 
Chairs 

2610 


T & T Store Fixtures Ltd. 

2424 Finch Avenue, West 

Weston M9M 2E3 

416/749-0947 

Wall and store display fixtures, showrooms, 
woodworking, institutional counters 
2660 

Toro Wood Products 

1758 Weston Road 

Weston MON 1V8 

416/241-1162 

Custom woodworking 

2660 


Weston Fine Furniture Ltd. 

4101 Weston Road, Unit 16 

Weston M9L 1W6 

416/749-9610 

Dining room suites, bedroom suites, coffee table sets 
2610 


METROPOLITAN TORONTO (CONT’D) 
Weston (Cont'd) 


Willison Wood Products Co. Ltd. 
55 Denison Road, East 

Weston MON 1B8 

416/241-1135 

Furniture frames 

2660 


York Kitchen Equipment Ltd. 

299 Garyray Drive 

Weston M9L 1P2 

416/741-4191 

Kitchen cabinets, vanities, shelving, custom 
woodworking 

2544, 2660 


York Woodworking Co. Ltd. 
252 Gary Drive 

Weston MON 2N1 
416/249-2666 

Custom-built railings, stairs 
2541 


Zest Furniture Industries Ltd. 
335 Clayson Road 

Weston M9M 2H4 
416/741-9100 


Commercial, residential and institutional chairs, 


tables, bench seating and restaurant booths 
2610, 2660 
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WILLOWDALE 


Burtscher Stairs 

184 Sheppard Ave., West 
Willowdale M2N 1M8 
416/222-7649 

Custom staircases, wood turning 
2541, 2592 


Cameo Interiors Ltd. 

135 Sparks Avenue 

Willowdale M2H 2S5 

416/499-5630 

Cabinets, architectural millwork, kitchen cabinets and 
vanities 

2544, 2610, 2660 


Custom Doors & Woodworking Ltd. 
164 Willowdale Avenue 

Willowdale M2N 4Y6 
416/223-7117 

Custom doors 

2541 


Leif Jacobson Ltd. 

130 Yorkland Blvd. 
Willowdale M2J 1R5 
416/491-3333 

Executive office furniture 
2640 


REGIONAL MUNICIPALITIES 
REGIONAL MUNICIPALITY OF DURHAM 


AJAX 


A.R.C. Pine 

335 Francom Street 
Ajax L1F 1R4 
416/683-2911 
Household furniture 
2610 


H. G. Designs Ltd. 

239 Station Street 

Ajax L1$ 183 

416/683-3790 

Kitchen cabinets, bathroom vanities 
2544 


Hughes Roof Truss Co. 
71 Thompson Street 
Ajax L1S 1R3 
416/683-1931 

Roof trusses 

2543 


Hupaco Wood Products Ltd. 
540 Finley Avenue 

Ajax L1S 2E3 

416/683-7676 

Pallets, crates, skids 

2560 


Larkin Lumber Co. Ltd. 

Redifit Wood Specialties Co. Division 
161 Dowty Road 

Ajax L1S 2G4 

416/683-3440 

Bi-fold doors, door units, windows 
2541 


McBride Lumber Products Ltd. 
375 Francom Street 

Ajax L1S 1R4 

416/683-1008 

Window frames and sashes 
2541 


Modern Door Design Co. 
283 Station Street 

Ajax L1S 183 
416/683-2615 

Custom doors 

2541 


Northern Yacht Ltd. 
395 Francom Street 
Ajax L1S 1R4 
416/683-5980 
Sailboats 

3280 


Teakcraft Inc. 

415 MacKenzie Ave. 

Ajax L1S 2G2 

416/683-3431 

Bedroom and living room furniture 
2610 


BOWMANVILLE 


A.B.A.C.A. Industries 

R.R. 2 

Bowmanville L1C 3kK3 

416/576-6433 

Wood boxes, pallets and shipping containers 
2560 


Allin Cable Reels Ltd. 
179 Base Line Rd., East 
Bowmanville L1C 3L4 
416/623-4455 

Cable reels, belt cores 
2599 


Durham Precision Cabinets Ltd. 

161 Base Line Rd., East 

Bowmanville L1C 3L4 

416/623-2056 

Custom kitchen cabinets, vanities and breakfast nooks 
2544 


NEWCASTLE 


J. Anderson Smith Co. Ltd. 

97 King St., East 

Newcastle LOA 1H0 
416/987-4721 

Silverware chests, jewellery cases 
2610 


Curvply Wood Products Ltd. 

Box 90 

Cobbledick Street 

Newcastle LOB 1M0 

416/983-9171 

Molded plywood for auditorium and school seating 
2660 


MUNICIPALITY OF DURHAM (CONT’D) 
Newcastle (Cont'd) 


Nesting Furniture Ltd. 

Box 149 

Newcastle LOB 1M0 

416/983-5192 

Stacking chairs and tables, laboratory stools, folding 
banquet tables, upholstered office chairs 
2640, 2660 

Plydesigns 

Box 339 

Newcastle LOB 1M0 

416/983-9355 

Plywood furniture frames 

2660 


OSHAWA 


Art’s Woodwork 

585 Wentworth St. East 
Unit 36 

Oshawa L1H 3V8 
416/725-2640 

Kitchen cabinets 

2544 

Blackforest Kitchens (Ontario) Ltd. 
575 Wentworth St. East 
Oshawa L1H 3V8 
416/576-4941 
Custom-built kitchens 
2544 

College Woodwork 

Box 605 

1156 King St., East 
Oshawa L1H 7M6 
416/725-6904 

Finished and unfinished hardwood furniture 
2610 

Conti Furniture Ltd. 
490 Waterloo St., Unit 7 
Oshawa L1H 3X1 
416/579-2221 

Breakfast nooks 

2660 


Cook’s Custom Woodworking 
477 Dean Avenue 

Oshawa L1H 3E4 
416/571-2183 

Household furniture 

2610 

Durham Custom Installations 
90 Russett St., Unit 1 
Oshawa L1G 3R5 
416/576-5520 

Kitchen cabinets, household furniture 
2544, 2610 


T. G. Gale Ltd. 

284 Ritson Rd., North 

Oshawa L1G 5P8 

416/725-4221 

Shipping crates and wooden boxes 
2560 


Glenholme Arc Industries Ltd. 
Pallet Mfg. Division 

1140 Nelson Street 

Oshawa L1H 5P2 
416/571-2312 

Pallets and crates 

2560 


Glenholme Arc Industries Ltd. 
Rough and Tuff Toy Division 
875 Wilson Rd., South 
Oshawa L1H 8B1 
416/576-4982 

Hardwood toys 

3932 

Glenholme Arc Industries Ltd. 
Wooden Toy Co. Division 

851 Farewell Ave., South 
Oshawa L1H 6N8 
416/579-5781 

Wooden pre-school toys 

3932 


J. S. Woodcraft 

522 Fox Street 

Oshawa L1H 7K6 

416/576-0713 

Kitchen cabinets and vanities, finished and unfinished 
occasional household furniture 

2544, 2610 


R.C.H. Kitchen Cabinets 
120 Russett Ave., Unit 2 
Oshawa L1G 3R5 
416/579-1456 

Kitchen cabinets 

2544 


R. H. Cabinet Co. Ltd. 
486 Waterloo Street 
Oshawa L1H 3X1 
416/723-1123 

Kitchen cabinets, vanities 
2544 

Traveliner Co. Ltd. 

880 Farewell Ave. 
Oshawa L1H 6N6 
416/579-9255 

Travel trailers, commercial office trailers 
2543, 3242 


MUNICIPALITY OF DURHAM (CONT'D) 


PICKERING 


C. & L. Boatworks Ltd. 
884 Dillingham Road 
Pickering L1W 1Z6 
416/839-7991 
Sailboats 

3280 


The Colonial Homes Ltd. 

1400 Bayly Street 

Pickering L1W 1L8 

416/839-8037 

Prefab and vacation homes, garages, multiple 
dwellings; commercial, industrial and institutional 
buildings 

2543 


W. H. Ellinger Ltd. 

72 Orchard Road 

Pickering L1V 2E2 

416/683-8444 

Custom cabinets, vanities, millwork 
2541, 2544 


Finnish Custom Sauna Ltd. 
1060 Salk Road 

Pickering L1W 3C5 
416/839-6848 

Saunas and hot tubs 

2543 


Martinek Custom Furniture Ltd. 

1884 Altona Road 

Pickering L1V 1M7 

416/282-9834 

Custom-built residential and office furniture 
2610, 2640 


Mason Windows Ltd. 

913 Brock Rd., South 

Pickering L1W 2X9 

416/281-2270 

Door and window frames and sashes 
2541 


Rockwood Furniture Ltd. 
895 Dillingham Road 
Pickering L1W 2Y6 
416/839-6242 
Custom-built pine furniture 
2610 


Vari-Crafts 

895 Dillingham Rd., Unit 8 
Pickering L1W 2Y6 
416/839-5400 

Foundry patterns, furniture 
2599, 2610 


Weller Antiques Ltd. 
R.R. 1 

Pickering L1V 2P8 
416/293-3681 
Furniture reproduction 
2610 


PORT PERRY 


Lake Scugog Lumber & Coal Co. Ltd. 

Box 120 

235 Water Street 

Port Perry LOB 1NO 

416/985-7391 

Roof trusses, wall panels, cabinets, stairs, sashes 
and frames 

2541, 2543, 2544 


Professionally Designed Woodworking Ltd. 
R.R. 4 

Port Perry LOB 1NO 

416/985-3656 

Wooden staircases 

2541 


SUNDERLAND 


Pamom Woodworking Co. Ltd. 
R.R. 2 

Sunderland LOC 1H0 
416/357-3797 

Custom-built furniture 

2610 


UXBRIDGE 


Ross Colby Cabinetmaking 
R.R. 2 

Uxbridge LOC 1K0 
416/852-3617 

Pine furniture 

2610 


Craft Cabinets Ltd. 

Box 246 

54 Main Street 

Uxbridge LOC 1K0 

416/852-7111 

Custom-built kitchen cabinets, vanities, bars 
2544, 2660 


Montgomery Woodworking 

Box 278 

41 Maple Street 

Uxbridge LOC 1K0 

416/852-3642 

Plaques, pipe racks, humidors, giftware 
2599 
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WHITBY 


Du Yang Boat Works Ltd. 
1636 Charles Street 
Whitby L1N 1B9 
416/668-5511 

Sailboats 

3280 


Oshawa Pattern & Model Ltd. 
1515 Hopkins Street 

Whitby L1N 2C2 
416/668-6854 

Models, jigs, fixtures 

2599 


Sklar Furniture Ltd. 
617 Victoria St., East 
Whitby L1N 5S7 
416/668-3315 
Upholstered furniture 
2610 


Whitby Boat Works Ltd. 
1710 Charles Street 
Whitby LIN 1€2 
416/668-7755 

Boats 

3280 


Wiggers Custom Furniture Ltd. 
Box 85 

600 Garden Street 

Whitby L1N 5R7 

416/668-5376 

Custom-built household furniture 
2610 


* 


REGIONAL MUNICIPALITY 
OF HALDIMAND—NORFOLK 


COURTLAND 


Courtland Planing Mill Ltd. 
Box 271 

Courtland NOJ 1£0 (D.R.C.) 
519/842-5017 

Millwork 

2541 


DELHI 


Court Cabinets 

Windham Centre 

Delhi NOE 2A0 

519/443-8502 

Custom kitchen cabinets and vanities 
2544 


HAGERSVILLE 


Livingston Industries Ltd. 

Box 670 

Concession 10 

Hagersville NOA 1HO 

416/768-3308 

Wirebound boxes, wakins and sarnac crates, box 
shooks, export packaging 

2560 


HALDIMAND 


Binbrook Wood Products Ltd. 
Box 158 

Old Cayuga Airport 
Haldimand NOA 1E0 
416/772-5771 

Wirebound boxes, crates 
2560 


Kohler Pattern Works 
R.R.3 

Haldimand NOA 1£0 
416/772-5155 
Patterns 

2599 


G. H. Marshall & Son Lumber 

Haldimand NOA 1E0 

416/772-5073 

Lumber, planks, railway ties, timber, pallets 
2541, 2560 


NANTICOKE 


Judd Gunstocks Ltd. 

Box 549 

Nanticoke NOE 1Y0 

519/443-8655 

Cross-cut occasional tables, dining room suites, 
restaurant tables 

2610, 2660 


Waterford Cabinets Ltd. 

Box 752 

42 Slaght Street 

Nanticoke NOE 1Y0 

519/443-5322 

Kitchen cabinets, vanities, buffets and hutches, room 
dividers, built-in cabinets 

2544, 2610 


SIMCOE 


Ficks Forest Products 

Box 309 

397 Cedar Street 

Simcoe N3Y 4L2 

519/426-2757 

Boxes, pallets, turnery squares, hardwood, industrial 
jumber 

2560, 2592 


Innes Wood Mfg. Ltd. 

R.R. 1 

Simcoe N3Y 4J9 

519/582-2117 

Hardwood or softwood pallets and boxes 
2560 


The Woodshed 

505 Queensway West 
Simcoe N3Y 4R5 
519/426-0305 

Kitchen cabinets, furniture 
2544, 2610 


YORK 


York Materials Handling Systems Ltd. 
R.R. 1 

York NOA 1RO 

416/772-5437 

Pallets and shipping containers 

2560 


Ga 


REGIONAL MUNICIPALITY OF HALTON 


ACTON 


The Woodery Inc. 

R.R. 1 

Acton L7J 2L7 
519/878-7300 

Custom household furniture 
2610 


BURLINGTON 


Appleby Custom Cabinets 

423 Enfield Road 

Burlington L7T 2X5 

416/681-0722 

Custom furniture, cabinets and vanities 
2544, 2610 


Canadian Pine Classics Ltd. 

1254 Plains Road, East 

Burlington L7S 1W6 

416/637-3060 

Pine furniture (case and upholstered goods) 
2610 


Dubay Organs Co. Ltd. 
1349 Plains Road, East 
Burlington L7R 3P7 
416/634-8831 

Pipe organs, cabinetry 
2610, 3994 


Fitzpatrick Stairs Ltd. 

Box 460 

2270 Industrial St. 

Burlington L7R 3Y3 

416/335-5777 

Half circle and spiral stairways, decorative entrances, 
handrails 

2541, 2660 


G.V. Design 

2406 Industrial Street 
Burlington L7P 1A5 
416/335-3010 
Kitchen cabinets 
2544 


Halliday Homes Ltd. 

5155 Highway 5 

Burlington L7R 3Y8 

416/335-5500 

Prefab cottages and homes, portable classrooms, 
garages, industrial and farm buildings 

2543 


Jonleigh Pallet Ltd. 

1032 Howard Road 
Burlington L7R 3X5 
416/634-5554 

Pallets and skids 

2560 

Metric Millwork Ltd. 

Box 460 

2270 Industrial Street 
Burlington L7R 3Y3 
416/335-4040 

Millwork, windows, patio doors, stereo cabinets 
2541, 2544 

National Millwork Co. Ltd. 
4485 Harvester Road 
Burlington L7L 4X3 
416/637-5673 

Architectural and commercial wood products, custom 
millwork 

2660 

Orchard Wood Products 
2396 Orchard Road 
Burlington L7R 3X5 
416/335-3717 

Garden and patio furniture 
2660 

N. Pollard & Son Ltd. 

Box 507 

1217 King Road 

Burlington L7R 3Y3 
416/634-2365 

Pre-fit window units, patio doors and pre-hung doors 
2541 

Shaw Organs Inc. 

953 Fraser Drive 

Burlington L7L 4X8 
416/637-2023 

Organs 

3994 

Woodway Structural Components Ltd. 
3289 North Service Road 
Burlington L7N 3G2 
416/335-5591 

Laminated structural timbers, plywood, stressed skin 
panels, building components 
2543 

W.S. Custom Woodwork 
1047 Plains Road, East 
Burlington L7R 3X5 
416/634-1411 

Custom woodworking 

2599 


MUNICIPALITY OF HALTON (CONT’D) 


GEORGETOWN 


Deltacrafts Mfg. Ltd. 
Box 130 

99 River Drive 
Georgetown L7G 471 
416/877-6948 


Occasional, end and coffee tables; bookcases 


2610 


Devries Woodworking 

R.R. 1 

Georgetown L7G 4S4 
416/877-0766 

Custom cabinets and furniture 
2544, 2610 


Geb’s Custom Carpentry 

2 Rosetta Street 

Georgetown L7G 3P2 

416/877-5413 

Custom oak doors, furniture, cabinets 
2541, 2544, 2610 


H & H Furniture Ltd. 

24 Armstrong Avenue 

Georgetown L7G 4R9 

416/457-1046 

Occasional tables, household furniture 
2610 


Mino Millwork 

49 Mountainview Rd., North 
Georgetown L7G 4J7 
416/877-9771 


Standard and custom millwork, kitchen cabinets, 


vanities 
2541, 2544 


Twin Windows Ltd. 
79 Mountainview Rd. 
Georgetown L7G 4J6 
416/453-1388 
Windows 

2541 


Wood-Way Mfg. Ltd. 
Box 100, River Drive 
Georgetown L7G 471 
416/457-1877 

Store fixtures and fittings 
2541, 2660 


HALTON HILLS 


B & B Woodworking Co. Ltd. 
1 Elgin Street 

Halton Hills L7G 3T9 
416/877-0472 

Custom cabinets 

2610 


Hornby Box & Pallet (Acton) Ltd. 
285 Main Street, North 

Halton Hills L7J 1W7 
416/853-1641 

Boxes, skids, pallets 

2560 


Keates Organ Co. Ltd. 
100 Frederick Street 
Halton Hills L7J 2C2 
416/853-1510 

Pipe organs 

3994 


Toronto Wood Treating 
Box 269, Wallace Street 
Halton Hills L7J 2M4 
416/853-0600 


Guard rails, posts, decking, fencing, landscape railing 


2599 


MILTON 


Diverse Wood Products Ltd. 
570 Harrop Drive 

Milton LOT 3H2 

416/878-8466 

Roof trusses, outdoor furniture 
2543, 2660 


Lendvay Wood Products Ltd. 
R.A. 

Milton LOT 2X9 
416/878-6123 

Pallets, wooden skids 

2560 


Ontario Pallet Ltd. 

706 Main Street, East 

Milton LOT 3P6 

416/878-8888 

Pallets, crates, boxes, skids, containers 
2560 


Unique Laminated Kitchens Ltd. 
531-535 Main Street, East 
Milton LOT 3J2 

416/878-8707 

Kitchen cabinets and vanities 
2544 


MUNICIPALITY OF HALTON (CONT’D) 


MOFFAT 


Woodcraft Co. 

15 Side Road, West 
Moffat LOP 1J0 
416/854-2158 
Custom woodwork 
2599 


OAKVILLE 


Burloak Furniture Ltd. 

1476 Wallace Road 

Oakville L6L 2Y2 

416/827-3880 

Commercial and institutional custom furniture 
2660 


Creative Craft Cabinets Ltd. 
1438 Wallace Road 

Oakville L6L 2Y2 
416/827-4832 

Kitchen cabinets, vanities 
2544 


Dominion Mfg. Ltd. 
Box 217 

Oakville L6J 5A2 
416/844-2300 
Caskets 

2580 


Arthur A. Duguid Ltd. 

1428 Speers Road, Units 15 & 16 
Oakville L6L 5M1 

416/827-1522 

Wooden gift ware 

2599 


Fargo Woodwork Ltd. 
623 Kerr Street 
Oakville L6K 3E2 
416/845-1503 

Garden furniture 
2660 


Halton Custom Carpentry Ltd. 
2084 Speers Road 

Oakville L6L 2X8 
416/827-5879 

Custom industrial woodwork 
2660 


Heritage Wood Products 

G. Allan Stewart Enterprises Ltd. 
1480 Speers Road 

Oakville L6L 2X6 

416/827-3334 

Bath accessories 

2544, 2599 


Knights of Heraldry Ltd. 

Box 904 

1029 Speers Road 

Oakville L6J 5E8 

416/844-5962 

Coats-of-arms 

2599 

Oakville Canadian Pine Ltd. 

125 Cross Avenue 

Oakville L6J 1P1 

416/844-1012 

Furniture reproductions 

2610 

Oakville Wood Specialties Ltd. 
Box 131 

456 Trafalgar Road 

Oakville L6J 3H9 

416/844-3296 

Fruit and vegetable containers, candy and meat 
skewers, surgical sticks, popsicle sticks, dowels, 
dowel pins, furniture veneer 

2560, 2592 

Ontario Yachts Co. Ltd. 

243 Speers Road 

Oakville L6K 2E8 

416/845-1153 

Yachts 

3280 

Overhead Door Co. of Canada Ltd. 
Box 428 

586 Third Line Road 

Oakville L6J 5A8 

416/827-1153 

Residential and commercial overhead doors 
2541 


Repla Ltd. 

482 South Service Road, East 
Oakville L6J 2X6 
416/844-1271 

Patio doors, windows 

2541 

The Sign Shop 

1480 Speers Road 

Oakville L6L 2X6 
416/827-2020 

Signs 

2599 

Whiting Roll-Up Door Mfg. Ltd. 
582 Chartwell Road 

Oakville L6J 4A5 
416/845-3816 

Wooden doors 

2541 


REGIONAL MUNICIPALITY OF 
HAMILTON—WENTWORTH 


DUNDAS 


Dundas Pattern Co. (1975) Ltd. 
55 Head Street 

Dundas L8R 1P8 
416/627-3113 

Foundry patterns 

2599 


M. A. Henry Ltd. 

1 Head Street 

Dundas L9H 3H5 
416/628-2231 

Pre-school furniture and toys 
2610, 3932 


The Valley City Mfg. Co. Ltd. 
Box 578 

64 Hatt Street 

Dundas L9H 5G2 
416/628-2253 

Custom institutional furniture 
2660 


FRUITLAND 


Saltfleet Wood Products 
Box 39 

661 Highway 8 

Fruitland LOR 1L0 
416/643-2669 

Kitchen cabinets, vanities 
2544 


HAMILTON 


A.M. Custom Kitchen Mfg. Ltd. 
1265 Upper James Street 
Hamilton L9C 3B3 

416/389-9215 

Custom kitchen cabinets, vanities 
2544 


Artistic Furniture Mfg. Ltd. 
97 Frid Street 

Hamilton L8P 4M3 
416/522-5513 
Custom-built furniture 
2610 


R. G. Ashby Co. Ltd. 

1090 Upper Wellington Street 
Hamilton L9A 386 
416/388-3344 


Sashless sliding, bow, and fixed glass windows; door 


frames 
2541 


Bari Kitchen Cabinets Inc. 
65 Biggar Avenue 
Hamilton L8L 3Z3 
416/549-2023 

Kitchen cabinets, vanities 
2544 


Bielecki Carpentry & Cabinet Makers 
82 Cedar Avenue 

Hamilton L8M 3A8 

416/545-6939 

Kitchen cabinets 

2544 


Bill’s Cabinet Shop 

111 Whitney Avenue 

Hamilton L8S 2G4 
416/527-7615 

Custom furniture and cabinets 
2610 


Canadian Century Cabinets 
513% Cannon St., East 
Hamilton L8L 2E6 
416/547-5075 


Custom kitchen cabinets, store fixtures, display units 


2544, 2660 


Centennial Mould & Die Hamilton Ltd. 
4 Thack Road 

Hamilton L8K 5M5 

416/561-1625 

Molds and dies 

2599 


Crescent Cabinet Co. Ltd. 

36 Biggar Avenue 

Hamilton L8L 324 

416/547-6150 

Kitchen and institutional cabinets, bookshelves, 
vanities 

2544, 2660 


Custom Counter Tops 
37 Barton St., East 
Hamilton L8L 2V7 
416/525-7603 
Counter tops 

2544 


Danica Cabinets & Store Fixtures Ltd. 
647 Parkdale Ave., North 

Hamilton L8H 521 

416/544-1614 

Kitchen cabinets, vanities 

2544 


MUNICIPALITY OF HAMILTON-WENTWORTH (CONT'D) 


Hamilton (Cont'd) 


Dominion Pattern Works 
178 Princess Street 
Hamilton L8L 3L3 
416/544-2505 

Foundry patterns 

2599 


Dot Pattern & Model Works Ltd. 

67 Lloyd Street 

Hamilton L8L 3H5 

416/544-3741 

Wood models, master patterns, model masters 
2599 


Erik Cabinets Ltd. 

450 Cumberland Avenue 
Hamilton L8M 2A6 
416/544-0476 

Interiors, specialty cabinet works 
2599 


Fast Cabinet Co. Ltd. 
797 Barton St., East 
Hamilton L8L 3B2 
416/544-9307 

Kitchen cabinets, vanities 
2544 


Felton Brushes Ltd. 
29 Harriet Street 
Hamilton L8R 2E5 
416/529-1191 
Industrial brushes 
2599 


Hamilton Lumber & Supplies (1971) Ltd. 

667 Parkdale Ave., North 

Hamilton L8H 522 

416/549-1344 

Lumber, plywood, building materials, millwork 
2542, 2543 


Hamilton Pallet Co. Ltd. 
659 Parkdale Ave., North 
Hamilton L8L 521 
416/544-8136 

Pallets and skids 

2560 


1.E.A. Models Ltd. 

61 Sanford Ave., North 

Hamilton L8L 5Y7 

416/522-2905 

Industrial and Engineering models 
2599 


Industrial Pattern & Model Co. 
450 Cumberland Avenue 
Hamilton L8M 3M2 
416/544-1611 

Foundry patterns, models 
2599 


J. K. Counter Tops Ltd. 
65 Covington Street 
Hamilton L8E 24 
416/561-9415 
Post-formed counter tops 
2541 


King Fixtures 

1503 Main St., West 
Hamilton L8S 1E2 
416/522-9349 
Custom woodworking 
2541 


Lawson Lumber Co. Ltd. 
Box 464 

260 Dunsmure Road 
Hamilton L8L 7W9 
416/549-3501 

Moldings, general woodwork 
2541 


Manor Building Products Ltd. 
268 Bay St., North 

Hamilton L8L 1M4 
416/527-3679 

Millwork, folding doors 

2541 


Precision Pattern works Ltd. 
R.R.5 

526 Gray Road 

Hamilton L8H 7J1 
416/561-4673 

Foundry patterns 

2599 


Roger’s Custom Carpentry 
30 Bristol Street 

Hamilton L8L 2T8 
416/522-8800 

Dental cabinets 

2660 


R.A. Scott Wood Products Ltd. 
1978 Brampton Street 
Hamilton L8H 3S5 
416/549-8521 

Boxes, spud bars, turnery 
2560, 2592 


MUNICIPALITY OF HAMILTON-WENTWORTH (CONT’D) 


Hamilton (Cont'd) 


Severn’s Custom Upholstery & Custom-Made 


Furniture 

35 Sanford St., South 
Hamilton L8H 2G5 
416/527-0914 


Hostess and boudoir chairs, custom-made furniture 


2610 


Silhouette Cabinet Ltd. 
1848 Brampton Street 
Hamilton L8H 3S3 
416/545-5101 

Custom kitchen cabinets 
2544 

Turkstra Lumber Co. Ltd. 
1050 Upper Wellington Street 
Hamilton L9A 3S6 
416/388-8220 

Molding, millwork, pallets 
2541, 2560 

Unibond Door Mfg. Co. Ltd. 
294 Lake Ave., North 
Hamilton L8E 3A2 
416/561-9683 

Wood doors, laminating 
2541 

Wentworth Mould & Die Co. Ltd. 
Box 3, Station ‘‘B’’ 

99 Burton Street 

Hamilton L8L 7T5 
416/528-9831 

Molds and dies 

2599 

Wood Craft Cabinets Ltd. 
201 Robert Street 

Hamilton L8L 2P9 
416/527-0339 

Kitchen cabinets, vanities, custom furniture 
2544, 2610 


STONEY CREEK 


The Consumers Millwork Co. Ltd. 
363 Arvin Avenue 

Stoney Creek L8E 2M6 
416/561-0202 

Architectural millwork 

2541 


Cosmos Pattern Co. 
Box 151 

336 Hilton Drive 
Stoney Creek L8E 3X9 
416/664-4633 
Foundry patterns 
2599 


Cox Systems Ltd. 

333 Arvin Avenue 
Stoney Creek L8E 2M7 
416/662-4917 

Dental cabinets 

2660 


Custom Cabinets 

65 Covington Street 
Stoney Creek L8E 2Y4 
416/561-1602 

Kitchen cabinets 

2544 


Daly’s Pattern & Mold Works Ltd. 
435 Seaman Street 

Stoney Creek L8E 3J4 
416/662-1652 

Engineering patterns 

2599 


Davey Lumber & Building Supplies Ltd. 
R.R. 1, Taplytown Road 

Stoney Creek L8K 3X4 

416/662-6359 

Wood products 

2599 


Daybreak Outdoor Furniture Ltd. 
351 Millen Road 

Stoney Creek L8E 2H3 
416/662-2187 

Redwood patio furniture 

2660 


John Dick & Sons Ltd. 
158 South Service Road 
Stoney Creek L8E 3H6 
416/560-4210 

Custom furniture 

2610 


General Woodworking Ltd. 
300 Barton St., East 
Stoney Creek L8E 2K6 
416/664-6054 

Custom kitchen cabinets 
2544 


Grimsby Custom Tooling Ltd. 
Box 297 

343 Barton St., East 

Stoney Creek L8N 3C8 
416/664-4743 

Foundry patterns 

2599 
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MUNICIPALITY OF HAMILTON-WENTWORTH (CONT’D) 
Stoney Creek (Cont'd) 


Gudgeon Cabinets Ltd. 
345 Dosco Drive 

Stoney Creek L8E 2N6 
416/662-2292 

Elevator cabs, cabinet work 
2599, 2660 


Skinder Brothers Ltd. 

Box 204 

286 Arvin Avenue 

Stoney Creek L8E 2M1 

416/547-3115 

Veranda posts, columns, stairways, turnery 
2541, 2592 


John Sustersic Enterprises Ltd. 
303 Barton St., East 

Stoney Creek L8E 2K6 
416/664-6054 

Custom kitchen cabinets, vanities 
2544 


WATERDOWN 


Auto Pallets—Boxes Ontario Ltd. 
Box 879 

Waterdown LOR 2H0 
416/689-4056 

Wooden pallets and boxes 

2560 


Riverin Wood Products Ltd. 
R.R. 1—5th Concession 
Waterdown LOR 2H0 
416/689-8494 

Custom cabinets and fixtures 
2544 


Walo Furniture Co. Ltd. 
Box 257 

23 Griffin Street 
Waterdown LOR 2H0 
416/689-6731 

Tables 

2610 
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REGIONAL MUNICIPALITY OF NIAGARA 


BEAMSVILLE LINCOLN 
Lincoln Wood Products Ltd. Vineland Growers Co-Operative Ltd. 
Box 730 Box 70 
1196A Ontario Street Lincoln LOR 2E0 
Beamsville LOR 1B0 416/562-4133 
416/563-7300 Fruit baskets and containers 
Pallets, boxes 2560 
2560 NIAGARA FALLS 
Modern Redwood Products Ltd. Artistic Woodworking Co. 
Box 357 Division of Nimar Ltd. 
i oe dai ee 7317 Gardiner Road 
416/563-4933 110/358-9977 
Redwood patio furniture Custom kitchen cabinets, vanities 
2660 2544 
Oakville Wood Specialties Ltd. Bentley’s Sporting Goods Ltd. 
Box 97 4755 First Avenue 
19 Hixon Street Niagara Falls L2G 4G6 
Beamsville LOR 1B0 416/358-5757 
416/563-8812 Game boards, poker tables, backyard games, table 
Fruit and vegetable containers 2560 tennis tables and bats 
Stad Manufacturers Ltd. 3931, 3932 
Box 208 Crestwood Cabinets Niagara Ltd. 
321 King St., West 6494 Stamford Green Dr. 
Beamsville LOR 1B0 Niagara Falls L2J 118 
416/563-8291 416/356-5725 
Ladders, chicken crates Kitchen cabinets, vanities 
2560, 2599 2544 
Delta Woodworking & Store Fixtures Ltd. 
FENWICK 5850 Murie Street 
Richard Schaub Components Ltd. Niagara Falls L2E 6X8 
938 Church Street 416/357-3081 
Fenwick LOS 1C0 Restaurant interiors 
416/892-2173 2660 
Roof truss systems ideal Woodcraft 
2543 5397 Forsythe St. 
Niagara Falls L2G 1M1 
FREELTON 416/357-2155 
The Pine Sideboard Ltd. Custom cabinets, furniture, woodworking 
Box 159 2541, 2544, 2610 
Riva ee KO slbeelate Cooperage Co. of Canada Ltd. 
Seige thee 4219 Park Street 
Niagara Falls L2E 6S8 
GRIMSBY 416/358-3271 
R. G. McNeil & Associates Ltd. Pallets, tote boxes 
Niagara Relocatable Bldgs. Division 2560 
Box 129 Lida’s Creative Woodwork 
Grimsby L3M 4G3 7811 Portage Road 
416/945-9622 Niagara Falls L2G 5Y7 
Modular buildings for industrial, commercial and 416/295-4557 
institutional use Personal and business identification, wooden signs 
2543 2599 
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MUNICIPALITY OF NIAGARA (CONT’D) 
Niagara Falls (Cont'd) 


Martin’s Window & Woodworking (Niagara) Ltd. 


4486 Ferguson Street 

Niagara Falls L2E 2Y6 

416/358-7335 

Window frames and sashes, shipping boxes and 
crates 

2541, 2560 


Niagara Artcraft Woodwork Co. Ltd. 
4417 Kent Avenue 

Niagara Falls L2H 1J1 
416/354-3561 

Kitchen cabinets, vanities 
2544 

Oakwood Cabinets 

4655 Kent Avenue 

Niagara Falls L2H 1J4 
416/354-5728 

Kitchen cabinets 

2544 

Polman Cabinet Ltd. 

4478 Montrose Road 

Niagara Falls L2H 1K2 
416/358-6083 

Custom kitchen cabinets, vanities 
2544 

Sloan & Sons Woodwork Ltd. 
8407 Stanley Avenue 

Niagara Falls L2E 6X8 
416/356-9220 

Custom cabinets 

2544 


Woodmaster Products Ltd. 

8020 Montrose Road 

Niagara Falls L2B 6S5 

416/356-7050 

Wood doors, door frames, kitchen cabinets 
2541, 2544 


NIAGARA-ON-THE-LAKE 


C&C Yachts Mfg. Ltd. 

526 Regent Street 
Niagara-on-the-Lake LOS 1J0 
416/468-2101 

Sailboats 

3280 


Penlinc Mfg. Ltd. 

Box 421 

R.R. 5 

Niagara-on-the-Lake LOS 1T0 
416/935-3213 

Custom furniture 

2610 


PELHAM 


Canadian Pre-Hung Doors Ltd. 

Highway 20, R.R. 1 

Pelham LOS 1E0 

416/892-2963 

Pre-hung and pre-drilled interior, exterior and bi-fold 
doors; stairs, custom kitchen cabinets, vanities 
2541, 2544 


Fonthill Lumber Ltd. 

Box 340 

105 Highway 20, East 

Pelham LOS 1E0 

416/892-2641 

Building components, roof trusses 
2543 


PORT COLBORNE 


A.R.C. Industries Ltd. 
23 Amelia Street 

Port Colborne L3K 2K8 
416/835-8211 

Pallets and stakes 
2560 


Charuk Woodworking Ltd. 
553 Killaly St., East 

Port Colborne L3K 5V3 
416/834-6830 

Pallets, crates, millwork 
2541, 2560 


J.A. Grant & Sons Ltd. 

124 Mellanby Avenue 

Port Colborne L3K 2L5 
416/834-4364 

Windows, doors, wooden ladders 
2541 


Sherk Lumber Ltd. 

Kashway Discount Centres 

333 Davis Street 

Port Colborne L3K 1Z5 

416/834-4541 

Pallets, skids, prefabricated buildings, cabinets, 
vanities 

2543, 2544, 2560 


ST. CATHERINES 


A.R.C. Industries Ltd. 

220 Bunting Road 

St. Catharines L2M 3Y1 

416/688-0000 

Pallets, skids, boxes, crates, picnic tables, patio 
furniture 

2560, 2660 


MUNICIPALITY OF NIAGARA (CONT’D) 
St. Catharines (Cont'd) 


Amber Stairways Inc. 

Box 2114, Station ‘‘B’’ 

1-3 Keefer Road 

St. Catharines L2M 6P5 
416/935-2590 

Wooden stairways, colonial handrails 
2541, 2592 


B.C. Millwork Ltd. 

50 Scott St., Unit 2 

St. Catharines L2R 5P3 
416/682-5231 
Architectural millwork 
2541 


Bandi Building Products Ltd. 

Box 1054 

St. Catharines L2R 7A3 
416/688-2671 

Windows, doors, kitchens, staircases 
2541, 2544 


Brugg Cabinets Inc. 

31 Nielson Street 

St. Catharines L2M 5V9 
416/684-2827 

Architectural millwork, cabinets 
2541, 2660 


H. Buerger Cabinet & Carpentry Ltd. 
R.R. 1, 5th Street Louth 

St. Catharines L2R 6P7 
416/682-1543 

Custom cabinets and woodworking 
2610, 2660 


Elmwood Kitchens Ltd. 
445 Eastchester Avenue 
St. Catharines L2M 682 
416/688-9770 

Kitchen cabinets, vanities 
2544 


Framecraft Ltd. 

R.R. 1 

1st Street Louth 

St. Catharines L2R 6P7 
416/682-7044 

Picture and mirror frames 
2660 


The Gallery of Arts 

221 Glendale Ave., Pen Centre 
St. Catharines L2T 2K9 
416/688-1700 

Custom framing 

2660 


Geneva Picture Frame Galleries 
78 Geneva Street 

St. Catharines L2R 2M8 
416/685-7480 

Custom framing 

2660 


Gould Outdoor (Posters) Ltd. 
29 Nielson Street 

St. Catharines L2R 617 
416/685-4261 

Billboards 

2599 


Grant Carpentry Ltd. 

529 Vansickle Rd. 

St. Catharines L2S 2Z3 
416/684-3591 

Custom kitchen cabinets, vanities 
2544 


Harold E. Hallett 

R.R. 1 

St. Catharines L2R 6P7 
416/684-0081 

Pallets, hardwood lumber 
2560 


Har-Win Ltd. 

Box 35 

23 Nihan Drive 

St. Catharines L2R 6R4 
416/937-1111 

Wood doors, trim, frames 
2541 


Karl Jenson Custom Room Dividers & Cabinet Work 


45 Arthur Street 

St. Catharines L2M 1H1 

416/934-1663 

Custom kitchen cabinets, vanities; household fine 
furniture 

2544, 2610 


The Kitchen Centre 

322 Ontario Street 

St. Catharines L2R 5L8 

416/685-4878 

Kitchen cabinets, vanities, countertops 
2541, 2544 


Linwell Wood Products Ltd. 

28 Nihan Drive 

St. Catharines L2N 1L1 

416/934-2032 

Custom institutional and commercial cabinets and 
fixtures 

2660 


MUNICIPALITY OF NIAGARA (CONT’D) 
St. Catharines (Cont'd) 


March of Dimes Ability Centre Walter Stokes & Sons Ltd. 
3 Lowell Street Box 255 
St. Catharines L2R 2C7 278 Pelham Road 
416/685-3781 St. Catharines L2R 6S4 
Pallets, skids, crates, machine bases 416/682-0788 
2560 Store fixtures, custom institutional and commercial 
Peninsula Patterns Inc. cabinets 
291 St. Paul St., West 2610, 2660 
St. Catharines L2S 2E2 Toderan Bidg. Supply Ltd. 
416/685-3921 Box 2280, Station ‘‘B”’ 
Patterns 178 Vine Street 
2599 St. Catharines L2M 6P6 
Provincial Woodcraft Ltd. 416/682-8383 
R.R. 1, 3rd Street Louth Windows, doors 
St. Catharines L2S 6P7 2041 
416/682-9151 : 
Custom kitchen and fine furniture cabinets, millwork, elt Industries Ltd. 
recreational vehicle furniture 

308% Queenston Street 
2541, 2610, 2660 St. Catharines L2R 6R4 
S. Ratkovsky & Sons Lumber Ltd. 416/685-7771 
5 Perry Street Vinyl and wood window units, patio doors, colonial 
St. Catharines L2R 1K7 entrances 
416/682-1376 2541 
Hardwood lumber, timber, firewood 
2541 R.N. Waud & Son Ltd. 

oe 58 Rodman Street 

“gle St. Catharines L2R 5E2 
— 416/682-6151 
Dunlop Dr. 


St. Catharines L2R 6S4 Wood fences 


416/682-8391 abu, 2599 

ne Sane custom institutional and West Side Kitchen & Building Centre Ltd. 
R.R. 1, 1st Street Louth 

2941, 2610, 2660 St. Catharines L2R 6P7 

St. Catharines Pattern & Model Co. 416/682-0277 

26 Export Avenue Kitchen cabinets 

St. Catharines L2M 7P2 2544 

416/684-2111 

Wooden patterns Weins Quality Cabinets Ltd. 

9599 R.R. 1, 1st Street Louth 

Skyway Lumber Co. Ltd. St. Catharines L2R 6P7 

464 Glendale Ave., East 416/684-5324 

St. Catharines L2T 1KO Kitchen cabinets, custom woodworking 

416/227-5278 2944, 2599 

Roof trusses, millwork 

2541, 2543 ST. DAVID 

Sparkle Pallet Ltd. Empire Store Fixtures Ltd. 

1 Abbott Street Box 89, Highway 8 

St. Catharines L2P 2G2 St. David LOS 1P0 

416/685-4722 416/262-4765 

Pallets, boxes, skids Store fixtures, hotel interiors, custom woodwork 

2560 2660 
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MUNICIPALITY OF NIAGARA (CONT’D) 


SMITHVILLE 


Galaxy Pallets Ltd. 
124 Erie Street 
Smithville LOR 2A0 
416/957-3392 
Pallets 

2560 


Peninsula Woodworking Ltd. 
R.R.2 

Smithville LOR 2A0 
416/957-3988 

Custom cabinets 

2544 


WELLAND 


Crowland Ash & Frame Ltd. 

Box 486 

15 Brownleigh Avenue 

Welland L3B 5R2 

416/735-5001 

Custom window frames, sashes and doors 
2541 


Geo. J. Cyr 

R.R. 1 

Welland L3B 5N4 
416/734-6039 
Pallets 

2560 


Desmit Lumber and Bidg. Supplies Ltd. 
920 Niagara St., North 

Welland L3C 1M3 

416/732-2444 

Resawn lumber, millwork 

2541 


Kitchen World Ltd. 

1009 Ontario Road 
Welland L3B 5E5 
416/735-5626 

Kitchen cabinets, vanities 
2544 


Marcel’s Pattern & Woodworking Ltd. 
122 Afton Avenue 

Welland L3B 1V9 

416/735-0103 

Foundry wood patterns 

2599 


Orlando Lumber Ltd. 
R.R. 3, Colbeck Dr. 
Welland L3B 5N6 
416/732-3794 
Boxes, crates, pallets 
2560 
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Welland Lumber & Builders Supplies Ltd. 

918 Southworth St., South 

Welland L3B 2A5 

416/734-7446 

Pallets, skids, boxes and other packaging products; 
kitchen cabinets, vanities and furniture 

2544, 2560, 2610 


Windfield Gallery Ltd. 
915 Niagara St., North 
Welland L3C 1M4 
416/735-6632 

Custom framing 

2660 


WEST LINCOLN 


Clark Pallet Industries 
R.R. 1 

West Lincoln LOR 2A0 
416/957-7439 

Pallets and boxes 
2560 


Turkstra Lumber Co. Ltd. 

Box 100 

West Lincoln LOR 2A0 
416/957-3318 

Roof trusses, household molds 
2541, 2543 


REGIONAL MUNICIPALITY OF OTTAWA-CARLETON 


KANATA 
Habit Custom Woodwork Modern Cabinet Industries Ltd. 
Eagleson Road 33 Capital Drive 
Kanata KOA 3G0 Nepean K2G 0E7 
613/836-3907 613/225-0535 
Kitchen cabinets, vanities, household furniture Millwork, cabinets, office furniture 
2544, 2610 2541, 2640 
MANOTICK Provincial Carpentry 
Adams & Kennedy Co. Ltd. 27 Caesar Avenue 
Box 700 Nepean K2G 0A8 
Manotick KOA 2NO 613/225-9580 
613/692-3474 Custom cabinets 
Custom commercial cabinets, millwork 2544 
2041,, 2660 J. Steenbakker’s Lumber Ltd. 
NAVAN 3813 Richmond Road 
Gerry’s Custom-Built Kitchens & Vanities ™ Daeonnhes 
R.R. 1 
Navan KOA 280 ee 
613/835-2034 
Kitchen cabinets, vanities 
2544 NORTH GOWER 
NEPEAN Specialty Wood Crafts 
E. Bonaventura Art Works Ltd aes 
eee 2 Je ad North Gower KOA 2T0 
Gra: sats 613/489-2182 
edarview Road Pine furniture 
Nepean K2H 7V2 2610 


613/825-2206 
Picture frames 


2660 ORLEANS 
Campeau Corp. Ltd. Comfort Builder Supplies 
Box 450, Station ‘‘A’’ Box 253 
2932 Baseline Road 3410 Innis Road 
Nepean K2H 815 Orleans K1C 187 
613/596-4110 613/824-4230 
Wood trusses Kitchen cabinets, store fixtures, furniture 
2543 2544, 2599, 2660 
pola Trusses Ltd. M. Saumur Woodwork Shop 
Moodie Drive Box 439 

Orleans KOA 2V0 
Nepean K2H 7V2 613/824-1934 
613/838-2865 Custom millwork 
Roof trusses O54 
2543 
Frank Bidg. Supplies & Sales Ltd. Skidd Bros. Woodworking Ltd. 
18 Grenfell Crescent Box 8, R.R. 2 
Nepean K2G 0G2 Orleans K1C 111 
613/225-9587 613/824-0374 
Staircases Folding pine chairs 
2599 2610 
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MUNICIPALITY OF OTTAWA-CARLETON (CONT’D) 


OTTAWA 


Artisan du Meuble 

552 Cheval-Blank Templeton St., East 
Ottawa K1N 6Y4 

613/663-1110 

Kitchen cabinets, household furniture 
2544, 2610 


Gimar Baliki 

435 McLeod Street 
Ottawa K1R 5P5 
613/737-5093 
Furniture 

2610 


C. & A. Woodworking Ltd. 

Box 979, R.R. 16 

5609 Power Road 

Ottawa K1G 3N4 

613/822-0702 

Custom commercial cabinets and millwork 
2541, 2660 


Canadiana Furniture Ltd. 
20-F Enterprise Avenue 
Ottawa K2G 0A6 
613/226-2287 
Custom-built furniture 
2610 


Capital Roof Truss (1969) Ltd. 
3813 Richmond Road 

Ottawa K2H 5B7 
613/829-9000 

Roof trusses 

2543 


Chateauvert Doors Ltd. 
Box 729 

1417 Cyrville Road 
Ottawa K1P 5P8 
613/741-5290 

Sliding and bi-fold doors 
2541 


Clandor Mfg. Ltd. 

Box 5014, Station ‘‘F’’ 

Ottawa K2C 3H3 

613/692-3705 

Custom fixtures, libraries, schools, stores 
2541, 2640 


D. & M. Fixtures 

321 Lebreton Street 

Ottawa K1S 4L4 

613/236-5497 

Custom business furniture and fixtures 
2640, 2660 


Renato Delcul 

367 Cambridge St., North 
Ottawa K1R 7B6 
613/232-0834 

Kitchen cabinets, vanities 
2544 


East-West Furniture Ltd: 
420 Richmond Road 
Ottawa K2A 0G2 
613/729-2328 

Custom household furniture 
2610 


D. Kemp Edwards Ltd. 
25 Bayswater Avenue 
Ottawa K1Y 2E6 
613/728-4631 


Sashes, doors, circular stairs, custom millwork 


2041 


Garvey Woodcraft 
504 Foxview Place 
Ottawa K1K 404 
613/745-6906 
Kitchen cabinets 
2544 


Nick Giamberardo Bros. Ltd. 
85 MacFarlane Road 

Ottawa K2E 6V4 
613/226-5550 

Wooden doors 

2541 


Harmony Woodworking Industries Ltd. 
99 Maine Street 

Ottawa K1S 1B7 

613/235-2505 

Pine furniture 

2610 


International Cabinet Ottawa Ltd. 
1744 Woodward Drive 

Ottawa K2C 0P7 

613/224-1991 

Cabinets and furniture 

2544, 2610 


Vily Kozar 

1019 Wellington Street 
Ottawa K1Y 2Y1 
613/728-8633 

Kitchen cabinets 

2544 
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MUNICIPALITY OF OTTAWA-CARLETON (CONT’D) 
Ottawa (Cont'd) 


Laurence Display Studio Ltd. 
309 Cyr Street 

Ottawa K1L 7N6 
613/745-8303 

Custom woodwork 

2599 


M. D. Carpentry Ltd. 

957 Gladstone Avenue 

Ottawa K1R 7L1 

613/235-7635 

Custom cabinets, industrial and commercial millwork 
2541, 2544 


Leslie Morgan Furniture Ltd. 
1509 Goth Avenue 

Ottawa K1T 1E3 
613/521-2167 

Chesterfield chairs and suites 
2610 


Mebli 

920 Belfast Drive 
Ottawa K1J 026 
613/236-2762 
Children’s furniture 
2660 


Modern Cabinet Industries of Ottawa Ltd. 

33 Capital Drive 

Ottawa K2G 0E8 

613/225-0530 

Fine furniture cabinets, office furniture and fixtures, 
architectural millwork, custom commercial interiors, 


wood modules, case goods, custom kitchen cabinets. 


2944, 2610, 2640, 2660 


Ottawa Cabinet Co. Ltd. 

24 Florence Street 

Ottawa K2P OW7 

613/234-0551 

Custom woodwork, custom furniture, store fixtures 
2610, 2660 


Ottawa Feather & Mattress Ltd. 
38 Bentley Avenue 

Ottawa K2E 6T8 

613/226-1395 

Box springs 

2660 


Preston Hardware Ltd. 
248 Preston Street 
Ottawa K1R 7R4 
613/232-4881 

Oak barrels 

2599 


Regal Precision Woodworking Ltd. 
Box 646, R.R. 5 

9 Limebank Road 

Ottawa K1G 3N3 

613/731-4524 

Custom woodworking 

2541 


Robertson & Morrison 
200 First Avenue 

Ottawa K1S 2G6 
613/232-0110 

Kitchen cabinets, vanities 
2544 


Skene Boats Ltd. 
19 Caesar Avenue 
Ottawa K2G 0A8 
613/225-0235 
Sailboats 

3280 


Spindler’s Furniture Ltd. 

971 Richmond Road 

Ottawa K2B 6R1 

613/725-1236 

Custom-made household furniture 
2610 


Tourangeau Forest Products Ltd. 
2270 Stevenage Drive 

Ottawa K1G 3W3 

613/523-4833 

Wooden doors 

2541 


MUNICIPALITY OF OTTAWA-CARLETON (CONT’D) 


STITTSVILLE 


John Laurysen Ltd. 

Box 1235 

Stittsville KOA 3G0 
613/836-5353 

Kitchen cabinets, vanities 
2544 


Mason Windows Ottawa Ltd. 
Box 429, Highway 7 
Stittsville KOA 3G0 
613/836-4395 

Windows 

2541 


T.E. Cabinets Ltd. 

951% Main Street 

Stittsville KOA 3G0 

613/836-2210 

Wood household furniture, kitchen cabinets 
2544, 2610 


Wood Songs Furniture Ltd. 
10 Albert Avenue, East 
Stittsville KOA 3G0 
613/836-4943 

Custom household furniture 
2610 
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REGIONAL MUNICIPALITY OF PEEL 


BOLTON 
A. & F. Woodworking Ltd. Penny Lumber & Trim Co. Ltd. 
130 Healey Road 121 Healey Road 
Bolton LOP 1A0 Bolton LOP 1A0 
416/857-0982 416/857-3421 
Kitchen cabinets, custom woodwork Moldings, millwork, custom-built stairs, kitchen 
2544, 2660 cabinets, vanities 
2541, 2544 
Barbel Mfg. Co. Lid. Primcrafts & Designs Ltd. 
Boton LOP 1A0. ae 
igh 680 Hardwick Road 
nclayrabeaellg | | Bolton LOP 1A0 
Door frames, pre-hung door units, wood staircases 416/857-2713 
2541 Colonial pine and oak furniture 
\ 2610 
Bolton Cabinets Inc. 
Box 54 Tassone Carpentry & Woodworking 
660 Hardwick Road 130 Healey Road 
Bolton LOP 1A0 Bolton LOP 1A0 
416/857-2401 416/857-6280 
Custom kitchen cabinets Custom oak doors 
2544 2541 


; Trimco Woods Ltd. 
Custom Lumber & Millwork Ltd. 115 Healey Road 


Box 430, Highway 50 
Bolton LOP 1A0 see aia 


416/857-1882 
Cut-to-size dimension stock moldings pulls Bice NNER atte, ot ah 


2541 2541. 2610, 2660 
J.J.K. Furniture Co. Ltd. 


Box 432 BRAMPTON 

680 Hardwick Road Continental Furniture Inc. 
Bolton LOP 1A0 230 Clarence Street 
416/857-3678 Brampton L6W 174 

Furniture, tables, chairs 416/453-2742 

2610 Dining room sets, coffee tables 
Lewis Novelties & Woodworkers Inc. eas 

760 Hardwick Road Dick's Carpentry Ltd. 

Bolton LOP 1A0 16 Stafford Drive 
416/857-6948 Brampton L6W 1L4 

Wardrobe cabinets 416/459-3411 

2610 Millwork, cabinets 

Ontario Laminating Co. Ltd. gd Seah 

Box 713 Martin’s Millwork Ltd. 

73 Healey Road 48 Haggart Ave., North 

Bolton LOP 1A0 Brampton L6X 1Y3 
416/857-3577 416/451-5793 

Custom laminating Moldings, windows, doors, stairs, cabinets 
2541 2541, 2544 
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MUNICIPALITY OF PEEL (CONT’D) 
Brampton (Cont'd) 


Neff Kitchen Manufacturers Ltd. 
1600 Clark Blvd. 

Brampton L6T 3V7 
416/791-7770 


Kitchen cabinets, vanities, medicine cabinets, lab 


furniture 
2544, 2660 


Noble Empire Award Ltd. 
138 East Drive 

Brampton L6T 4A4 
416/791-7177 

Trophies, special awards 
2599 


Parkway Kitchens Ltd. 
Highway 7, West & Highway 50 
Brampton L4L 1B5 
416/794-0710 

Kitchen cabinets 

2544 


Pinehurst Woodworking Co. Ltd. 
2 Holtby Avenue 

Brampton L6X 2M1 
416/453-7393 

Store, school and office fixtures 
2660 


Quality Millwork Ltd. 

312 Rutherford Rd., South 
Brampton L6W 3K7 

416/457-8888 

Institutional cabinets, store fixtures 
2660 


Roberts Co. (Canada) Ltd. 
2070 Steeles Ave., East 
Brampton L6T 1A7 
416/791-4440 

Carpet gripper edges 

2599 


Salamander Industries Inc. 
10 Holtby Avenue 
Brampton L6X 2M1 
416/453-4499 

Household furniture 

2610 


Simmons Ltd. 

15 Bramalea Road 

Brampton L6T 2W5 
416/677-2750 

Box springs, upholstered furniture 
2660 
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Table Top Furniture Ltd. 
101 Rosedale Ave., West 
Brampton L6X 1K4 
416/453-7417 

Outdoor furniture 

2660 


A.F. Winkles 

45 Railroad Street 
Brampton L6X 1G4 
416/453-2240 
Custom woodworking 
2599 


CALEDON 


The Woodcraft Shoppe (Caledon) Ltd. 
R.R. 2 

Caledon LON 1C0 

519/838-2131 

Custom household furniture 

2610 


MISSISSAUGA 


A & M Cabinets Co. 

2670 Royal Windsor Drive 
Mississauga L5J 1K7 
416/823-9130 

Kitchen cabinets 

2544 


Abaca Industries Ltd. 
1867 Hindhead Road 
Mississauga L5J 1N4 
416/823-7027 


Wooden boxes, pallets, shipping containers 


2560 


All-Wood Custom Products Inc. 
3259 Lenworth Drive 
Mississauga L4X 2G6 
416/624-2680 

Specialty cabinetmaking 

2660 


Amber Custom Furniture Ltd. 
2567 Drew Road 
Mississauga L4T 1G1 
416/677-7361 

Custom-built furniture 

2610 


Anglia Woodworking Ltd. 
17 Melanie Drive 
Mississauga L5S 1E4 
416/791-7617 

Custom cabinets 

2660 


MUNICIPALITY OF PEEL (CONT’D) 
Mississauga (Cont'd) 


Arcese Bros. Furniture Ltd. 

1455 Britannia Rd., East 
Mississauga L4W 1C7 
416/677-0987 

Dining room and bedroom furniture 
2610 


Arconas Corp. 

580 Orwell Street 

Mississauga L5A 3V7 

416/272-0727 

Upholstered residential and contract seating 
2610, 2640 


Art Magic Carpentry Ltd. 
7171 Torbram Road, Unit 37 
Mississauga L4T 1G7 
416/677-0826 

Millwork, custom cabinets 
2541, 2544 


B.M. Interiors Ltd. 

7517 Bren Road, Unit 17 
Mississauga L4T 3V4 
416/677-9321 

Custom office furniture 
2640 


Brent Packaging Ltd. 
2633 Drew Road 
Mississauga L4T 1G1 
416/677-1670 
Shipping crates 

2560 


Britannia Woodmoulding Co. Ltd. 
1775 Shawson Drive 

Mississauga L4W 1T9 
416/677-9204 

Furniture moldings 

2592 


Canadian Display & Custom Woodwork 
205 Thirtieth Street 

Mississauga M8W 3C6 

416/251-5474 

Custom cabinets 

2544, 2610 


Frank Commisso Carpentry & Home Improvements 
Contractor Ltd. 

1791 Branchwood Park 

Mississauga L4W 2E5 

416/625-4343 

Kitchen cabinets, vanities 

2544 
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Conduits-Amherst Ltd. 
Amherst Woodworking Division 
1600 Britannia Road, East 
Mississauga L4W 1J2 
416/678-2930 

Doors, moldings 

2541 


D & D Custom Furniture Ltd. 
1325 Matheson Blvd. 
Mississauga L4W 1R1 
416/625-6098 

Furniture reproductions 

2610 


D & E Woodwork Co. 
6399 Netherhart Road 
Mississauga L5T 1B8 
416/678-6193 

Office furniture 

2640 


Danway Industries Ltd. 
1350 Shawson Drive 
Mississauga L4W 1C5 
416/677-9261 

Kitchen cabinets, vanities 
2544 


De Man Construction Inc. 
776 Dundas St., East 
Mississauga L4Y 2B6 
416/277-0363 

Millwork, cabinets 

2541, 2544 


Dixie Woodworks Ltd. 
5015 Maingate Drive, Unit 7 
Mississauga L4W 1G4 
416/624-0514 

Pine woodwork 

2541 


Dominion Metalware Industries Ltd. 
56 Cayuga Avenue 

Mississauga L5G 4M3 
416/278-5293 

Hospital furniture 

2660 


Dominion Sash (1976) Ltd. 
45 Thomas Street 
Mississauga L5M 1Y6 
416/826-1220 


Windows, frames and trim, louver products 


2041 


MUNICIPALITY OF PEEL (CONT’D) 
Mississauga (Cont'd) 


Downsview Woodworking Ltd. 
2635 Rena Road 

Mississauga L4T 1G6 
416/677-9354 

Custom kitchen cabinets, vanities 
2544 


Duraform Concrete Systems Ltd. 

3356 Elmbank Road 

Mississauga L4Y 1A5 

416/677-8915 

Residential and commercial plywood forms 
2560 


Emjay Pattern Works 
2744 Slough Street 
Mississauga L4T 1G3 
416/677-4587 
Foundry patterns 
2599 


Ewing & Gregers Woodworking Ltd. 

1852 Mattawa Avenue 

Mississauga L4X 1K1 

416/275-1613 

Custom wood turning, components, plaques 
2592, 2599 


Expressive Designs Ltd. 
2461 Dixie Road 
Mississauga L4Y 2A1 
416/270-7514 
Household furniture 
2610 


F.T.N. Laminating Ltd. 

2331 Anson Drive 

Mississauga L5S 1G1 

416/677-1774 

Custom counter and table tops, laminating 
2541 


Fair Line Products Ltd. 
55 Woodlawn Avenue 
Mississauga L5G 3K7 
416/274-3616 

Custom office furniture 
2640 


Georgetown Store Furniture Ltd. 
5200 Dixie Road, Unit 24-26 
Mississauga L4W 1E4 
416/625-9011 

Store displays and fixtures 

2660 


Je 


Glenora Crafts Ltd. 

570 Orwell Street 
Mississauga L5A 3V7 
416/275-9243 

Wood chairs, pine furniture 
2610 


Gothic Store Fixture Co. 

600 Orwell Street 

Mississauga L5A 3R9 

416/277-3681 

Contract hotel and institutional furniture 
2660 


Hedrich Furniture Designs & Mfg. Ltd. 
1848 Bonhill Road 

Mississauga L5T 104 

416/676-9822 

Household furniture 

2610 


E. Hespeler Store Fixture Ltd. 

570 Orwell Street, Units 5 & 6 

Mississauga L5A 3V7 

416/272-0017 

Store fixtures, showcases, display units, counters 
2541, 2599 


J. G. Hicks Co. Ltd. 

205 Thirtieth Street 
Mississauga M8W 3C6 
416/251-1893 

Boxes, crates, skids, pallets 
2560 


Intercraft Industries of Canada Ltd. 
3440 Wolfedale Road 

Mississauga L5L 1W4 
416/275-3705 

Picture frames 

2660 


inventive Woodcraft Ltd. 
1765 Shawson Drive 
Mississauga L4W 1N8 
416/677-3011 

Custom household furniture 
2610 


Karwald Industries Ltd. 

5115 Maingate Drive 

Mississauga L4W 1G4 

416/625-8452 

Prefabricated wooden standard and circular stairs 
2610 


MUNICIPALITY OF PEEL (CONT’D) 
Mississauga (Cont'd) 


Kenex Mfg. Ltd. 

Adams Packaging & Mfg. Division 
976 Middlegate Road 
Mississauga L4Y 1M3 
416/275-7463 

Wooden boxes, crates, bases 
2560 


The Kitchen Centre 

2050 Dundas St., East 
Mississauga L4X 1M2 
416/279-4710 

Custom kitchen cabinets, vanities 
2544 


Laurentian Gymnastic Industries (1970) Ltd. 
15 Melanie Drive 

Mississauga L5S 1E4 

416/791-5757 

Gymnasium equipment 

3931 


Marlam Industries Ltd. 

1035 Rangeview Road 

Mississauga L5E 1H2 

416/274-2315 

Table tops, counters, custom-made bars, folding 
banquet tables 

2541, 2660 


Mattawa Furniture Mfg. Ltd. 

1892 Mattawa Avenue 

Mississauga L4X 1K1 

416/277-3531 

Hassocks, chrome and wood furniture 
2610 


Metropolitan Garage Doors Ltd. 
420 Dundas St., East 
Mississauga L5A 1X5 
416/277-9557 


Commercial and residential sectional overhead doors 


2041 


Mississauga Handyman Service Ltd. 
189 Dundas St., West 

Mississauga L5B 1H8 

416/277-8454 

Kitchen cabinets, vanities 

2544 


Mississauga Refinishing & Cabinet Making Ltd. 
2446 Cawthra Road, Unit 6 

Mississauga L5A 3K6 

416/279-1666 

Custom household furniture 

2610 


Mississauga Woodturning Ltd. 
1069 Southdown Road 
Mississauga L5J 2Y7 
416/822-3814 

Woodturning 

2592 


Multi-Pallet Ltd. 
6417 Viscount Road 
Mississauga L4V 1H5 
416/678-2825 

Boxes, crates, pallets 
2560 


Rudolph Namat Cabinetmaker 

896 Burnhamthorpe Road 

Mississauga L5L 2S3 

416/277-0443 

Woodwork, vanities, book shelves, counters 
2541, 2610 


National Chesterfield Frames Ltd. 
7450 Bren Road 

Mississauga L4T 1H4 
416/677-1311 

Wooden frames for sofas and chairs 
2610 


Noble Trophies Ltd. 
3321 Caroga Drive 
Mississauga L4V 1A4 
416/677-6870 
Trophies, plaques 
2599 


Old Country Hot Tub Makers Inc. 
1305 Crestlawn Drive 
Mississauga L4W 1A9 
416/625-3236 

Hot tubs, stairs, benches 

2599 


Ontario Pattern Works Ltd. 

6707 Goreway Drive 

Mississauga L4V 1P7 
416/677-6688 

Foundry patterns, industrial models 
2599 


Paznar Door Co. Ltd. 

2576 Haines Road 

Mississauga L4Y 1Y6 

416/270-8870 

Wood sectional commercial and industrial doors 
2541 


MUNICIPALITY OF PEEL (CONT’D) 
Mississauga (Cont'd) 


Mario Prodan General Woodworking & Carpentry 
2480 Whaley Drive 

Mississauga L5B 2B5 

416/270-0821 

Custom furniture, kitchen cabinets, vanities 

2544, 2610 


Provincial Store Fixtures Ltd. 
7310 Torbram Road 
Mississauga L4T 3X2 
416/677-6704 

Custom woodworking 

2660 


Ressco Recreation Inc. 

2364 Haines Road 

Mississauga L4Y 1Y6 

416/272-0063 

Playground equipment, shopping mall and plaza 
equipment 

2543 


Sam Artcraft 

726 Dundas St., East 
Mississauga L4Y 2B6 
416/275-7968 
Custom-build bars 
2660 


Scotia Patterns Ltd. 
2266 Drew Road 
Mississauga L5S 1B1 
416/671-1775 
Foundry patterns 
2599 


Titan Wood Products Ltd. 
615 Orwell Street 
Mississauga L5A 2W4 
416/279-0571 

Unfinished furniture 

2610 


Topic Picture Frames Co. 
274 Lakeshore Rd., East 
Mississauga L5H 1G6 
416/274-4685 

Picture frames 

2660 


Upward Garage Doors Ltd. 
1094 West Port Crescent 
Mississauga L5T 1G1 
416/671-3363 

Wooden doors 

2541 
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Village Wood Shoppe Ltd. 
2191 Dunwin Drive 
Mississauga L5L 1X2 
416/828-2420 

Oak and pine custom furniture 
2610 


REGIONAL MUNICIPALITY OF SUDBURY 


BLEZARD VALLEY 


Fex Bldg. Ltd. 

2746 Dominion Drive 

Blezard Valley POM 1E0 

705/897-4623 

Kitchen cabinets, vanities, door frames 
2541, 2544 


COPPER CLIFF 


Fielding Lumber Co. Ltd. 

R.R. 1 

Copper Cliff POM 1NO 

705/682-4484 

Pallets, mine ladders, dimension stock dowelling, 
taper plugs 

2541, 2560, 2592 


SUDBURY 


Carrington’s Bldg. Centre Ltd. 

82 Lorne St., South 

Sudbury P3C 4N8 

705/673-9511 

Prefabricated component houses and cottages 
2543 


Ernie’s Signs Ltd. 

680 Notre Dame Avenue 
Sudbury P3A 2T3 
705/675-7568 

Signs, commercial woodwork 
2599 


Evans Lumber & Builders Supply Ltd. 

Box 697 

128 Pine Street 

Sudbury P3E 4R8 

705/674-1921 

Prefabricated component houses and cottages, roof 
trusses, millwork 

2541, 2543 


Honel Construction Co. Ltd. 

17 Rowat Street 

Sudbury P3C 3J8 

705/673-0863 

Millwork, sectional garage doors, custom kitchen 
cabinets, vanities 

2541, 2544 


L. Lamarche Cabinet Maker & Furniture 
2017 Randolph Street 

Sudbury P3B 1X7 

705/566-6050 


Custom kitchen cabinets, vanities, household furniture 


2544, 2610 


Paul’s Quality Woodcraft Ltd. 

854 Notre Dame Avenue 

Sudbury P3A 214 

705/560-6616 

Kitchen cabinets, dining room furniture 
2544, 2610 


Pine Cove Wood Products Ltd. 

2204 Algonquin Road 

Sudbury P3E 4Z6 

705/522-2859 

Custom woodworking, recreational furniture 
2599, 2660 


Rio Custom Cabinets & Supplies Ltd. 
2195 Armstrong Street 

Sudbury P3E 4W2 

705/522-9474 

Post-formed counter tops, kitchen cabinets 
2541, 2544 


Rustic Craft 

1786 Regent St., South 
Sudbury P3E 3Z8 
705/522-1580 
Household furniture 
2610 


Simcoe Cabinet Works 
323 Frood Road 
Sudbury P3C 427 
705/674-0951 


Custom kitchen cabinets, vanities, store fixtures 


2944, 2660 


Sudbury Planing Mill Ltd. 

19 Gino Street 

Sudbury P3E 4K2 

705/675-6771 

Sashless and check rail windows 
2541 


WHITEFISH 


Whitefish Pallet Co. Ltd. 
Box 89 

Whitefish POM 3E0 
705/866-2812 

Pallets 

2560 


REGIONAL MUNICIPALITY OF WATERLOO 


AYR 


John Paul Inc. 

Ayr Mfg. Division 

Box 70 

Stanley Street 

Ayr NOB 1E0 
519/632-7911 

Clothes hampers, chests 
2599 


Shur-Way Industries Inc. 
R.R. 1 

Ayr NOB 1E0 
519/653-7202 

Pallets, skids 

2560 


Tampa Hall Ltd. 

Guthrie Street 

Ayr NOB 1E0 

519/632-7437 

Wall components, roof trusses 
2543 


BADEN 


Herner Wood Products Ltd. 

Box 249 

296 Snyder’s Road, East 

Baden NOB 1G0 

519/534-5413 

Window sashes, kitchen cabinets, vanities, roof 
trusses 

2541, 2543, 2544 


CAMBRIDGE 


A. & M. Wood Specialty Inc. 
358 Eagle Street, North 
Cambridge N3H 486 
519/653-9322 

Millwork 

2541 


Bowman Custom Carpentry Ltd. 
1031 Queenston Road 
Cambridge N3H 3K7 
519/653-2781 

Custom household furniture 
2610 


John A. Brewer (Canada) Ltd. 

Box 967 

Waterloo Regional Road 47 

Cambridge N1R 5X9 

519/621-7701 

Pressure-treated lumber, poles, piling, posts, 
plywood 

2541 
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St. Lawrence Cement Ltd. 
Boehmers Division 

777 \ndustrial Road 
Cambridge N3H 4R9 
519/653-7181 

Roof trusses 

2543 


Business Accessories Inc. 
655 Industrial Road 
Cambridge N3H 4V9 
519/653-3259 

Office accessories 

2599, 2640 


Cambridge Door Co. Ltd. 

Box 158 

543 Conestoga Boulevard 
Cambridge N1R 5S9 

519/621-0550 

Architectural and institutional doors 
2541 


Colonial Wood Products Inc. 
Kanuck Wood Products Division 
105 Sheffield Street 

Cambridge N3C 104 
519/623-0855 

Wooden pallets and crates 
2560 


Sebastian Corvaglia Ltd. 

35 Glamis Road 

Cambridge N1R 5W6 
519/621-2077 

Boxes, pallets 

2560 

Country Wood Products Ltd. 
R.R. 6 

Cambridge N1R 5S7 
519/621-7309 

Pallets, skids 

2560 

Croydon Furniture Systems Inc. 
Box 340, Hespeler Road 
Cambridge N1R 5V4 
519/621-6300 

Commercial furniture 

2640 


Sebastian de Lorenzis Custom Furniture Ltd. 
505 Hespeler Road 

Cambridge N1R 6J2 

519/623-0210 


Occasional tables, dining room and bedroom furniture 


2610 


MUNICIPALITY OF WATERLOO (CONT’D) 
Cambridge (Cont'd) 


Funcraft Vehicles Ltd. 
165 Sheldon Road 
Cambridge N1R 6T8 
519/621-9310 

Van conversions 

3242 


Galt Furniture Co. 
190 Water St., South 
Cambridge N1R 3E2 
519/623-3700 


Custom household furniture, architectural woodwork 


2610, 2660 


Hespeler Craft Industries Ltd. 

130 Guelph Avenue 

Cambridge N3C 1A4 
519/658-5125 

Pine furniture, office furniture parts 
2610, 2640 


The Hespeler Furniture Co. Ltd. 

1195 King Street 

Cambridge N3C 1C3 

519/658-9324 

Traditional dining room and occasional furniture 
2610 


Hespeler-St. Mary’s Wood Specialties Ltd. 
Box 2037 

63 Sheffield Street 

Cambridge N3C 2V6 

519/658-4407 

Hockey sticks, baseball bats and softballs 
3931 


House of Braemore Furniture Ltd. 
1195 King Street 

Cambridge N3H 4X2 
519/658-9324 

Household furniture 

2610 


Killick Woodworking Ltd. 
50 Albert Street 
Cambridge N1R 3M8 
519/621-0733 

Custom cabinets, vanities 
2544 


Little D Products Ltd. 
R.R. 6 

Cambridge N1R 5S7 
519/623-6786 

Pallets, crates 

2560 


McVay Yachts Ltd. 
Box 443, R.R. 3 
Cambridge N3H 4R8 
519/653-9586 
Sailboats 

3280 

Ernest Moore Ltd. 
615 Franklin Boulevard 
Cambridge N1R 5S4 
519/623-1991 
Rough-turned shoe lasts, shoe trees, bowling pins, 
round maple and ash turnings 
2592 

Preston Building Supplies Ltd. 
1624 Concession Road 

Cambridge N3H 4L9 

519/653-6277 

Kitchen cabinets, vanities, millwork 
2541, 2544 

Rettinger Bldg. Supplies Ltd. 

416 Middle Street 

Cambridge N3H 3Z8 

519/653-6281 

Mallets, chisel handles, file handles, soldering iron 
handles 
2592 


Scythes & Co. Ltd. 
358 Eagle Street 
Cambridge N3H 1C2 
519/653-3861 

Dock shelters 

2543 


Sheffield Cabinets Ltd. 

R.R. 1 

Cambridge N1R 5S2 

519/621-6349 

Furniture parts, cabinets, miscellaneous furniture 
2610 


Stephens-Payne Pattern Co. 
7 Colborne Street 
Cambridge N1R 1P9 
519/621-4450 

Foundry patterns and molds 
2599 


Universal Pattern Co. Ltd. 

Box 54 

633 Margaret Street 

Cambridge N3H 483 

513/653-9261 

Foundry patterns, vacuum molds and models 
2599 


MUNICIPALITY OF WATERLOO (CONT’D) 


Cambridge (Cont'd) 


Waleigh Furniture Ltd. 

170 Water St., North 

Cambridge N1R 3B6 
519/623-3630 

Upholstered living room furniture 
2610 


Walton Signs Ltd. 

Box 81 

135 Cambridge Street 
Cambridge N1R 5T3 
519/621-7941 

Custom wood signs and displays 
2599 


ELMIRA 


Broad Axe Trail 
R.R. 4 

Elmira N3B 223 
519/664-2554 
Custom cabinets 
2544 


R.L. Burrows Signs 
10 Park Avenue, East 
Elmira N3B 2H3 
519/669-2145 

Signs 

2599 


M.K. Martin Enterprise Inc. 
R.R. 4 

Elmira N3B 2Z3 
519/664-2752 

Farm equipment 

2599 


Roxton Furniture Ltd. 
Box 100 

17 Erb Street 

Elmira N3B 3A1 
519/669-5181 


Colonial-style bedroom, living room and dining room 


furniture 
2610 


HAWKESVILLE 


Hawkesville Lumber Ltd. 
Hawkesville NOB 1X0 
519/699-5961 

Pallets 

2560 


KITCHENER 


Acorn Kitchens Ltd. 
56 Trillium Park Place 
Kitchener N2E 1X1 
519/893-6930 
Kitchen cabinets 
2544 


Advanced Farming Systems Ltd. 
Box 844 

843 Guelph Street 

Kitchener N2G 4C5 
519/578-5200 

Farm and industrial buildings 
2543 


Baetz Furniture Ltd. 
Box 966 

264 Victoria St., North 
Kitchener N2G 4E3 
519/743-3619 


Living room and upholstered furniture, tables, electric 


floor and table lamps 
2610 


Belvedere Co. (Canada) Inc. 
Box 2128, Station “‘B”’ 

97 Ardelt Street 

Kitchener N2H 6L9 
519/744-5254 


Kitchen, medical, dental and beauty shop cabinets and 


fixtures 
2544, 2660 


Binkley Pattern & Machine 

237 Arnold Street 

Kitchener N2H 6E8 

519/745-2182 

Foundry patterns, vacuum forming dies 
2599 


Bloos Wood Products Ltd. 

257 Manitou Drive 

Kitchener N2C 1L4 

519/742-4619 

Institutional furniture, custom wood components, 
plastic laminating 

2541, 2660 


Boegli Picture Frames 
60 Nelson Street 
Kitchener N2K 1E4 
519/743-4251 

Picture frames 

2660 


MUNICIPALITY OF WATERLOO (CONT’D) 
Kitchener (Cont'd) 


H. Boehmer Ltd. 

Box 845 

460 Belmont Ave., West 

Kitchener N2G 4C9 

519/576-2480 

Custom woodworking, folding paper boxes 
2660 


C.M.S. Displaycraft Ltd. 

1156 Victoria St., North 

Kitchener N2B 3C9 

519/743-2132 

Store fixtures, school furniture, custom woodworking 
2660 


Canadian Hot Tubs Inc. 
408 Gage Avenue 
Kitchener N2M 5E1 
519/745-1651 

Wooden hot tubs 

2599 


Carwood Store Fixtures Ltd. 
178 Joseph Street 

Kitchener N2G 1J7 
519/576-9800 

Interiors, fixtures, furniture 
2640, 2660 


County Structures & Bldg. Supplies Ltd. 

379 Gage Avenue 

Kitchener N2M 5E1 

519/744-6383 

Far, residential and commercial roof trusses, custom 
framing 

2543 


Custom Wooden Stairs 
76 Sydney Street 
Kitchener N2G 3V2 
519/744-8666 

Wooden stairs and railings 
2541 


Decorama Furniture Industries Ltd. 
100 Ahrens St., West 

Kitchener N2H 4C3 

519/745-9501 

Contract custom chair arms 

2660 

Electrohome Ltd. 

Deilcraft Home Furnishings Division 
1 Electrohome Drive 

Kitchener N2G 4J6 

519/576-4740 

TV and hi-fi cabinets, dining room and bedroom 
furniture 

2610 


Abco Upholstering Ltd. 

Draser Home Furnishings Division 
321 Wellington St., North 
Kitchener N2H 5K8 
519/743-1293 

Custom-built chesterfields 

2610 


Golden Triangle Windows Ltd. 

888 Guelph Street 

Kitchener N2H 526 

519/744-4451 

Window frames and sashes, door frames 
2541 


Hans Golleck, Carl Freiderick Wooden Stairs & 
Railings Ltd. 

100 Ahrens Street 

Kitchener N2H 4C3 

519/579-3825 

Wooden stairs and railings 

2541 


Hallman Carving Co. Ltd. 
400 Maple Avenue 
Kitchener N2H 4X3 
519/745-8615 

Cusom spindle carving 
2592 


John Hauser Iron Works Ltd. 
148 Beford Road 

Kitchener N2G 3A4 
519/744-1138 

Red cedar outdoor furniture 
2660 


A. Heltke Woodworking Ltd. 
132 Massey Avenue 
Kitchener N2C 1M5 
519/743-8651 

Custom woodwork, cabinets 
2660 


Willi Kellner Custom Wooden Stairs & Railings 
76 Sydney St., South 

Kitchener N2G 3V2 

519/744-8666 

Custom-make wood stairs and railings 


2541 


Kitchener Hockey Stick Mfg. Ltd. 
4 Rothsay Avenue 

Kitchener N2B 3A1 
519/743-9325 

Hockey sticks 

3931 


MUNICIPALITY OF WATERLOO (CONT’D) 
Kitchener (Cont'd) 


Krug Furniture Inc. 

111 Ahrens St., West 

Kitchener N2H 4C2 

519/743-8281 

Contract office furniture, household furniture 
2610, 2640 


Lassel Industries Ltd. 
102 Breithaupt Street 
Kitchener N2H 5H1 
519/578-0990 
Architectural millwork 
2660 


Loewen Millwork Ltd. 

90 Webster Road 

Kitchener N2C 2E6 

519/579-0490 

Window frames and sashes, door frames 
2541 


Master Craft Wood Turnings Ltd. 

Box 665 

386 Maple Avenue 

Kitchener N2H 4B6 

519/745-5667 

Wood knobs, screw plugs, small turnings 
2592 


Mausser’s Custom Furniture Ltd. 
1206 Victoria St., North 
Kitchener N2B 3E2 
519/745-1471 


Custom furniture, occasional tables, dining room and 


bedroom furniture 
2610 


Montero Wood Patterns & Custom Cabinets Ltd. 


100 Park Street 

Kitchener N2G 1M6 
519/744-9411 

Wood patterns, custom cabinets 
2544, 2599 


Nook-n-Wood Products Inc. 
63 Courtland Avenue 
Kitchener N2G 2T6 
519/742-4091 

Breakfast nooks 

2599 


Norcom Homes Ltd. 
Leisure Products Division 
1250 Victoria St., North 
Kitchener N2B 3E5 
519/743-2608 

Travel trailers 

3242 


Parkway Mfg. Ltd. 

154 Otonabee Drive 

Kitchener N2C 1L6 

519/744-8222 

Vacuum-forming molds, rotational molds, patterns 
and models 

2599 


Pringle Custom Woodworking Ltd. 

316 Louisa Street 

Kitchener N2H 5N2 

519/742-8850 

Custom kitchen cabinets, vanities, cabinetry, doors, 
window frames and sashes 

2541, 2544, 2660 


Syroco Canada Ltd. 

421 Manitou Drive 

Kitchener N2C 4L8 

519/578-9330 

Molded furniture carvings, plaques 
2660 


Waterloo Interior Woodcraft Ltd. 
53 Locust Street 

Kitchener N2H 1W6 
519/579-3880 

Millwork, custom built-ins 

2541, 2660 


NEW HAMBURG 


Magnussen Furniture Mfg. Ltd. 

Box 550 

66 Hincks Street 

New Hamburg NOB 2G0 
519/662-3040 

Occasional furniture, tables, cabinets 
2610 


Victoria Custom Cabinets Inc. 
267 Victoria St., South 

New Hamburg NOB 2G0 
519/662-2761 

Kitchen cabinets, vanities 
2544 


PETERSBURG 


R.G. Kress Woodcraft 
R.R. 2 

Petersburg NOB 2H0 
519/634-8250 

Kitchen cabinets, vanities 
2544 
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MUNICIPALITY OF WATERLOO (CONT’D) 


ST. CLEMENTS 


Hergott Industries Ltd. 
16 King St., West 

St. Clements NOB 2M0 
519/699-4454 

Pallets 

2560 


ST. JACOBS 


Kraemer Woodcraft Ltd. 

Box 153, Henry Street 

St. Jacobs NOB 2NO 

519/664-2052 

Store fixtures, folding stairways, ladders, shelving 
2599, 2660 


WATERLOO 


Acorn Kitchens Ltd. 

12 Bridgeport Rd., East 
Waterloo N2JU 2J3 
519/886-2921 

Kitchen cabinets, vanities 
2544 


Annor Wood Products Ltd. 

G. Guenzler & Son Division 

133 Park Street 

Waterloo N2L 1Y4 

Specialized woodturnings for furniture industry 
2592 


Canbar Products Ltd. 

Box 280, Canbar Street 

Waterloo N2J 4A7 

519/886-2880 

Barrels, kegs, tanks, custom-made industrial wood 
products 

2599 


Colombo Mfg. Ltd. 
63 Williams St., East 
Waterloo N2L 1J6 
519/745-0262 
Custom furniture 
2610 


Columbia Custom Cabinets Ltd. 

Box 383 

560 Weber St., North 

Waterloo N2J 4A4 

519/884-0770 

Custom kitchen cabinets, vanities, office and store 
fixtures 

2544, 2660 
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Crescent Supply Ltd. 
45 Northfield Drive 
Waterloo N2L 4E6 


519/884-1961 


Wooden windows 
2541 


Custom Kitchens Ltd. 


665 Colby Drive, Unit 8 


Waterloo N2V 1C2 

519/885-4490 

Custom kitchen cabinets, vanities, occasional tables, 
wall units 

2544, 2610 


Harry Felka Wood Products Ltd. 


465 Conestoga Road 


Waterloo N2L 4C9 

519/884-5250 

Custom kitchen cabinets, vanities, store fixtures 
2544, 2660 


Laz-E-Boy Canada Ltd. 
Box 95, Canbar Street 
Waterloo N2J 3Z8 
519/886-3440 
Reclining chairs 

2610 


Olympia Cabinets K-W Ltd. 


652 Colby Drive 


Waterloo N2V 1A2 
519/884-6180 


Kitchen cabinets, vanities 


2544 


Ornamental Mouldings Ltd. 
Box 336 


289 Marsland Drive 
Waterloo N2J 4A4 


519/884-4080 

Wood moldings, wood ornaments for furniture and 
interior trim, custom embossing, grills—die cut and 
embossed 

2541, 2599 


R.G. & D.H. Holdings Ltd. 

Canada Cabinet and Furniture Division 

Box 184 

52 Allen Street, West 

Waterloo N2J 3Z9 

519/745-1161 

Stereo, commercial and kitchen cabinets, household 


furniture, custom woodworking 


2941, 2544, 2610, 2660 


MUNICIPALITY OF WATERLOO (CONT’D) 
Waterloo (Cont'd) 


Sava Sauna Products Ltd. 
132 University Avenue, East 
Waterloo N2J 3W3 
519/885-1711 

Saunas and accessories 
2543 


Stairco Ltd. 

455 Dutton Drive 

Waterloo N2L 4C7 

519/884-5200 

Custom woodworking, railings, stairs 
2541, 2660 


Stebar Furniture Ltd. 

480 Dutton Drive 

Waterloo N2L 4C6 

519/885-0610 

Custom institutional and office furniture, sofas 
2610, 2640 


Troy Woodworking Ltd. 

410 Conestoga Road 

Waterloo N2L 4E2 

519/884-9110 

Custom kitchen cabinets, vanities 
2544 


Tru-Craft Homes Ltd. 
Box 310 

King St., North 
Highway 85, North 
Waterloo N2J 4A4 
519/884-2440 
Manufactured homes 
2543 


Waterloo Bedding Co. Ltd. 
Box 155 

211 Allen St., West 
Waterloo N2J 3Z9 
519/742-4447 

Box springs 

2660 


John Wink Ltd. 

Columbia Custom Cabinets Division 
Box 383 

560 Weber St., North 

Waterloo N2G 3Y9 

519/884-0770 

Cabinets and vanities 

2544 


102 


REGIONAL MUNICIPALITY OF YORK 


AURORA 


Attridge Lumber Co. Ltd. 

120 Metcalfe Street 

Aurora L4G 1E8 

416/727-5541 

Wood moldings, architectural millwork, sidings 
2541, 2660 


Butler & Baird Lumber Ltd. 

Box 278 

5 Scanlon Court 

Aurora L4G 3H4 

416/727-3074 

Packing cases, crates, pallets, industrial woodworking 
2541, 2560 


CONCORD 


Adex Designs Ltd. 
293 Rayette Road 
Concord L4K 1B1 
416/669-2508 
Speaker cabinets 
2610 


Alpa Lumber Inc. 

7725 Jane Street 

Concord L4K 1C8 
416/669-9920 

Wooden stairs and windows 
2541 


Arborwood Products Ltd. 
225 Doney Crescent 
Concord L4K 1B1 
416/669-5224 
Post-formed counter tops 
2541 


A.R.H. Wood Products Ltd. 
Andrew’s Mfg. Division 

Box 718 

311 Rayette Road, Units 9-12 
Concord L4K 1C7 
416/669-4450 

Television cabinets 

2610 


B. & V. Furniture Ltd. 
2951 Highway 7 
Concord L4K 1B1 
416/669-9830 
Custom furniture 
2610 


Barmac Garage Doors Manufacturers Ltd. 
Box 414 

126 Peelar Road 

Concord L4K 105 

416/661-5151 

Overhead garage doors 

2541 


Concordian Chesterfield Co. Ltd. 
8241 Keele Street 

Concord L4K 1B1 

416/669-9428 

Chesterfields 

2610 


Continental Kitchens Ltd. 
225 Doney Crescent 
Concord L4K 1B1 
416/669-5224 

Kitchen cabinets 

2544 


Crown Kitchens Ltd. 

70 Connie Cres., Unit 6 

Concord L4K 1B1 

416/669-4544 

Kitchen cabinets, vanities, children’s furniture 
2544, 2610 


Custom Laminates Ltd. 
360 Rayette Road 
Concord L4K 1B1 
416/669-1030 
Ornamental plywood 
2543 


Design Woodwork Ltd. 
635 Oster Lane, Units 7-10 
Concord L4K 1B1 
416/669-9380 

Custom furniture 

2610 


Egan Visual Inc. 
8201 Keele Street 
Concord L4K 1B1 
416/669-9441 
Visual aids 

3932 


Franel Wood Products Ltd. 
85 Bowes Rd., Unit 3-5 
Concord L4K 1B1 
416/669-9754 

Bed frames 

2610 
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MUNICIPALITY OF YORK (CONT’D) 
Concord (Cont'd) 


Gelene Furniture Mfg. Co. 
8201 Keele St., Unit 6 
Concord L4K 1B1 
416/669-2606 

Chairs 

2610 


Genesis Furniture Ltd. 
2160 Highway 7W, Unit 40 
Concord L4K 1B3 
416/669-1869 

Wall units 

2541 


Hudson Kitchen Mfg. Co. Ltd. 
8131 Keele Street 

Concord L4K 1B1 
416/669-9947 

Kitchen cabinets, vanities 
2544 


Kingsway Counter Tops Ltd. 

Box 416 

293 Rayette Rd., Unit 5 & 6 

Concord L4K 1C7 

416/661-7659 

Post-formed counter tops, vanities, kitchen cabinets, 
bar tops 

2541, 2544 


Modular Custom Cabinets Ltd. 
293 Rayette Road 

Concord L4K 1C7 
416/669-9511 

Dental and medical cabinets 
2660 


Moon Furniture Mfg. Ltd. 

680 Rivermede Road 

Concord L4K 1B1 

416/669-1040 

Dining room and bedroom furniture, tables, 
chesterfield frames 

2610 


Quality Tops & Kitchens Ltd. 
65 Bowes Rd., Units 3 & 4 
Concord L4K 1B1 
416/669-9315 

Kitchen cabinets, vanities 
2544 


Republic Packaging of Canada Ltd. 
Box 255 

606 Rivermede Road 

Concord L4K 1B4 

416/669-4669 

Pallets, boxes, skids 

2560 


Royal Door & Woodwork Ltd. 
Box 536 

349-A Bowes Road 

Concord L4K 106 
416/669-2954 

Wooden doors 

2541 


Sculpture Furniture Mfg. Ltd. 
Box 537 

130 Snidercroft Rd., Unit 1 
Concord L4K 1C6 
416/669-9846 

Occasional tables 

2610 


Starlight Kitchen Ltd. 
311 Bowes Road, Unit B6 
Concord L4K 1B1 
416/669-1724 

Kitchen doors 

2541 


Storform Industries Ltd. 

85 Bowes Road, Units 16-17 

Concord L4K 1B1 

416/669-9495 

Custom store fixtures and cabinets, kitchen cabinets 
2544, 2660 


Style Craft Furniture Co. 
225 Doney Crescent 
Concord L4K 1C3 
416/669-1670 

Dinette furniture 

2610 


Style Rite Custom Upholstering & Furniture Ltd. 
Box 475 

8461 Keele Street 

Concord L4K 1C6 

416/669-2314 

Kitchen and dining room furniture, tables, conference 
and restaurant tables and chairs 

2610, 2660 


Topper Artistic Products Ltd. 
360 Rayette Road 

Concord L4K 1B1 

416/669-1431 

Displays, hi-fi stands, bookcases 
2660 


Weston Counter Tops Ltd. 
Box 426 

Concord L4K 1C5 
416/669-1229 

Post formed counter tops 
2541 
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MUNICIPALITY OF YORK (CONT’D) 
Concord (Cont'd) 


Yoram’s Professional Woodworking Co. 


Box 391 

45 Bowes Road 
Concord L4K 1C5 
416/669-1599 
Custom millwork 
2541 


GORMLEY 


W. Braun Wood Design Ltd. 

R.R. 2 

Gormley LOH 1G0 

416/495-0420 

Custom household and office furniture 
2610, 2640 


Canada Kitchen Ltd. 
Box 59, R.R. 1 
Gormley LOH 1G0 
416/773-4712 
Kitchen cabinets 
2544 


Dorset Billiard Tables and Supplies Ltd. 


Box 93, R.R. 1 
Gormley LOH 1G0 
416/759-2411 
Billiard tables 
3931 


KING CITY 


Antrim Lumber Ltd. 
Dufferin Street 

King City LOG 1KO 
416/881-1112 
Wood moldings 
2541 


LOCUST HILL 


H & K Woodworking Ltd. 
Highway 7 

Locust Hill LOH 1J0 
416/294-3543 

Pallets, skids, boxes 
2560 


MAPLE 


Cadillac Bldg. Products Co. Ltd. 
Box 500 

10155 Keele Street 

Maple LOJ 1£0 

416/832-2711 


Millwork, pressboard, trusses, stairs, moldings 


2941, 2543 


Pine By Munro 

4 Richmond Street 
Maple LOJ 1E0 
416/832-1764 
Pine furniture 
2610 


Snow Window Frame Ltd. 
11 Station Street 

Maple LOJ 1E0 
416/832-2050 

Window frames, sashes 
2541 


R. Tobien 

7235 Keele Street 
Maple LOJ 1E0 
416/669-2515 
Custom woodworking 
2544, 2610 


MARKHAM 


A R Woodworking Co. Ltd. 

7300 Victoria Pk., Unit A 

Markham L3R 1J1 

416/495-6461 

Exhibition displays, custom cabinets and furniture, 
store fixtures 

2610, 2660 


Aprons & Legs Unlimited Inc. 
300 Don Park Road, Unit 22 
Markham L3R 3A1 
416/495-6495 

Custom furniture 

2610 


Caravan Furniture Inc. 
R.R. 1 

Markham L3R 2L6 
416/887-5728 

Custom furniture 

2610 


Children’s Playgrounds Inc. 
8060 Woodbine Avenue 
Markham L3R 2N8 
416/495-7648 

Play structures for children 
3932 


Comet Kitchens Ltd. 

560 Denison Street 
Markham L3R 2M8 
416/495-0465 

Kitchen cabinets, vanities 
2544 
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Markham (Cont'd) 


Eliasen Enterprises Ltd. 
400 Don Park Road, Unit 18 
Markham L3R 1C6 
416/495-6815 

Wooden cabinets 

2660 


Fleetwood Shuffleboard Ltd. 

14 Denison Street 

Markham L3R 1B6 

416/495-9155 

Shuffleboards, commercial bar and table tops 
2541, 3931 


Gymnasium & Health Equipment Co. Ltd. 
18 Laidlaw Blvd. 

Markham L3P 1W7 

416/297-2522 

Gymnasium and health equipment 

3931 


interflex Laboratory Furniture (Ont.) Ltd. 
7498 Woodbine Avenue 

Markham L3R 1A8 

416/495-6085 

Modular system of interchangeable laboratory 
components 

2660 


interior Door Mfg. Ltd. 
311 Esna Park Drive 
Markham L3R 1H4 
416/491-7341 

Wood laminated doors 
2541 


Lees Woodworks Co. 
115 Torbay Road, Unit 1 
Markham L3R 3M9 
416/495-0817 
Custom-built furniture 
2610 


Liaison Developments Ltd. 

60 Bentley Street 

Markham L3R 3L2 

416/495-1808 

Wooden windows and greenhouses 
2541 


Marcan Wood Specialties Co. 
33 Springdale Avenue 
Markham L3P 2A8 
416/294-1244 

Kitchen cabinets, counter tops 
2541, 2544 


Milno-Markham Mfg. Co. Ltd. 
22 Laidlaw Blvd. 

Markham L3P 1W7 
416/294-9503 

Hardwood plywood 

2541 


Mirolin Industries Inc. 
210 Telson Road 
Markham L3R 1E6 
416/495-1206 

Vanities and shower stalls 
2544 


Moyer-Vico Corp. 

2651 John St., Unit 4 
Markham L3R 2W5 
416/495-1685 

School furniture and fixtures 
2660 


Multiflex Display Co. 
1001 Denison Street 
Markham L3R 226 
416/495-0680 

Store fixtures 

2660 


Murray F. Woodcrafts Ltd. 
300 Don Park Road, Unit 14 
Markham L3R 3A1 
416/495-0286 

Custom-built furniture 

2610 


Nolte Furniture Design Ltd. 

7498 Woodbine Avenue 

Markham L3R 1A8 

416/495-6016 

Custom commercial and laboratory fixtures and 
cabinets, household furniture 

2610, 2660 


Oriole Lumber Ltd. 
7181 Woodbine Avenue 
Markham L3R 1A3 
416/495-6242 

Lumber and plywood 
2541 


Palmieri Furniture Ltd. 
270 Steelcase Road, East 
Markham L3R 1G2 
416/495-0331 

School and library furniture 
2660 
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Markham (Cont'd) 


Philmar Bldg. Supplies Ltd. 

Highway 48 

Markham L3R 2L7 

416/294-2961 

Skids, pre-fabricated sheds and garages 
2543, 2560 


Quality Wood Products (Ontario) Ltd. 

20 Heritage Road, Units 7, 8, 17 

Markham L3P 1M4 

416/294-4505 

Woodworking, store fixtures and cabinets, wall 
plaques 

2541, 2599, 2640 


Rustic Wood Canada Ltd. 

Box 86 

Highway 7 and 10th Line 

Markham L3P 3J5 

416/294-4187 

Rustic barnboard panelling, wood beams, fencing 
2541 


S.J. Woodworking Ltd. 

300 Don Park Road, Unit 18 
Markham L3R 114 

416/495-0344 

Store fixtures 

2640 

Space 3 Design Cabinet Mfrs. Ltd. 
20 Heritage Road, Unit 14 
Markham L3P 1M4 

416/294-6439 

Custom cabinet makers, speaker cabinets, kitchen 
cabinets 

2544, 2610 


Studio Six Art Gallery Ltd. 
153 Denison Street 
Markham L3R 1B5 
416/495-1136 

Picture frames 

2660 - 


Sturdi-Bilt Wood Products Ltd. 

275 Don Park Road 

Markham L3R 1C2 

416/495-1050 

Custom millwork, interior movable louvres, kitchen 
cabinets, vanities and cut-to-size components 
2541, 2544 


The Window Place 

18 Denison Street 
Markham L3R 1B6 
416/495-1808 

Window frames and sashes 
2541 


Woodcraft Inc. 

Box 531 

Highway 48 and Steeles Avenue 
Markham L3P 3R1 

416/293-2279 

Custom furniture and woodworking 
2541, 2610 


MILLIKEN 


A & H Pallet Co. Ltd. 

Box 577 

4631 Steeles Ave., East 

Milliken LOH 1KO 

416/298-2551 

Crating, pallets, pre-cut lumber 
2560 

Thos. A. Case & Co. 

Box 4 

4661 Steeles Ave., East 

Milliken LOH 1KO 

416/293-8051 

Custom cabinets, store fixtures 
2660 

K & P Woodworking Specialists Ltd. 
Box 208 

54 Red Lea Avenue 

Milliken LOH 1KO 

416/291-1394 

Custom staircases and handrails, millwork 
2541 

Model Woodwork Ltd. 

Box 266 

14th Avenue 

Milliken LOH 1KO 

416/297-4073 

Custom office and store furniture and fixtures; kitchen 
cabinets, vanities 

2544, 2640, 2660 

Reliable Laminating Ltd. 

Box 188 

4576 Steeles Ave., East 

Milliken LOH 1KO 

416/297-4430 

Laminated desk and counter tops 
2541, 2599 


NEWMARKET 


Alpa Lumber Inc. 

Newmar Windows Division 

450 Tent Drive 

Newmarket L3Y 4X1 
416/924-3737 

Door and window frames, sashes 
2541 
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Newmarket (Cont'd) 


Alpa Lumber Inc. 
Stairfab Co. Division 
450 Tent Drive 
Newmarket L3Y 4X1 
416/898-1113 
Custom staircases 
2541 


Decorline Ltd. 

543 Timothy Street 
Newmarket L3Y 1R1 
416/895-1258 

Wood artificial fireplaces 
2599 


Dunmark Mfg. Co. Ltd. 
543 Timothy Street 
Newmarket L3Y 1R1 
416/895-1258 

Archery equipment 
3931 


Hallanding Inc. 

Box 210 

Newmarket L3Y 4X3 
416/895-2321 

Office furniture 
2640 


Woodoor Ltd. 

Box 234 

Newmarket L3Y 4X1 
416/895-7800 

Patio doors and windows 
2541 


OAK RIDGES 


Van Den Brink Carpentry 
Box 726 

154 Douglas Road 

Oak Ridges LOG 1P0 
416/773-5582 

Kitchen cabinets, vanities 
2544 


PEFFERLAW 


Monroe Cabinets 
Box 146 

Pefferlaw LOE 1NO 
705/437-2545 
Custom-built cabinets 
2544 


Oceancraft Sailboats 
Box 16 

R.R. 2, Highway 48 
Pefferlaw LOE 1NO 
705/437-2919 
Sailboats 

3280 


RICHMOND HILL 


Cunbrae Enterprises Inc. 

555 Edward Ave., Unit 3 

Richmond Hill L4C 5K6 

416/884-8830 

Shop and restaurant interiors, kitchen cabinets, 
custom woodwork 

2941, 2544 


Escom Mfg. Ltd. 

367 Enford Road 

Richmond Hill L4C 3G2 
416/884-2359 

Playground and classroom equipment 
2660, 3932 


Multiframe Ltd. 

253 Centre St., East 

Richmond Hill L4C 1A7 

416/889-7556 

Picture frame moldings, custom gallery and art 
frames 

2660 


Oxford Picture Frame Co. Ltd. 
278 Newkirk Road 

Richmond Hill L4C 3G7 
416/368-8082 

Picture frames, mirrors, moldings 
2541, 2660 


Perry-Hill Wood Industries Ltd. 

260 Enford Road 

Richmond Hill L4C 3E8 

416/884-9127 

Wood display units, point-of-sale display fixtures 
2660 


Professional Bowling Service Ltd. 
360 Enford Road 

Richmond Hill L4C 3G1 
416/889-4963 

Bowling pins, balls, pinsetters 
3931 
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Richmond Hill (Cont'd) 


Rosetown Cabinet Makers 

130 Roseview Avenue 

Richmond Hill L4C 1E1 

416/884-2203 

Custom-built kitchen cabinets, furniture and antiques 
2544, 2610 


Vienna Furniture Refinishing Ltd. 

118 Industrial Road 

Richmond Hill L4C 2Y3 

416/884-4288 

Custom furniture, antiques, show cases, store fixtures 
2610, 2640 


STOUFFVILLE 


Century Mill Industrial Lumber Ltd. 

R.R. 4 

Stouffville LOH 1L0 

416/640-2351, 

416/297-3104 (Toronto) 

Pallets, boxes, crating, cut-to-size dimension 
2542, 2560 


SUTTON 


Sutton Kitchen Mfg. Ltd. 
R.R. 1 

Sutton West LOE 1R0 
416/722-8611 

Kitchen cabinets, vanities 
2544 


THORNHILL 


A & D Woodturning 

37 Sixteenth Ave. 

Thornhill L3T 3P1 

416/889-0836 

Turned banisters and posts for railings, furniture legs 
2592 


Alba Pallet Co. Ltd. 

25 Harlech Court 

Thornhill L3T 2A1 
416/889-1854 

Pallets, skids, pre-cut lumber 
2541, 2560 


Canac Kitchens Ltd. 

360 John Street 
Thornhill L8T 3M9 
416/881-2153 

Kitchen cabinets, vanities 
2544 


Cedarvale Woodworking Ltd. 

29 Cedar Avenue 

Thornhill LST 3W1 

416/889-4996 

Custom-built oak interior and exterior doors, 
Staircases 

2541 


Central Pattern Works Ltd. 
2 Essex Avenue 

Thornhill LT 3Y8 
416/889-8850 

Foundry patterns 

2599 


Central Woodworking 

87 Doncaster Avenue 

Thornhill L3T 1L6 

416/889-4595 

Custom office furniture, millwork, store fixtures 
2541, 2640, 2660 


Diversified Store Fixtures Inc. 
57 Glen Cameron Rd., Unit 3 
Thornhill L8T 1P3 
416/889-0568 

Store fixtures, counters, shelves 
2640, 2660 


Dodds Overhead Doors Ltd. 
371 John Street 

Thornhill L3T 2A1 
416/225-1600 

Overhead garage doors 
2541 


Doncaster Woodworking 

89 Doncaster Avenue 

Thornhill L3T 1L6 

416/889-8211 

Kitchen cabinets, vanities, displays, store fixtures 
2544, 2660 


Dove Designs 

57 Glen Cameron Rd. 
Thornhill L3T 1P3 
416/881-7112 
Kitchen cabinets 
2544 


Expo Precast Ontario Ltd. 

66 Sixteenth Street 

Thornhill L3T 3P4 

416/884-8685 

Picnic tables, benches, patio furniture 
2660 
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Homestead Logs Ltd. 
7027 Yonge Street 
Thornhill L3T 2A5 
416/889-5423 
Pre-cut log buildings 
2543 


Homeworthy Products Ltd. 

Box 249 

375 John Street 

Thornhill L8T 3N3 

416/889-3388 

Counter tops, kitchen cabinets, vanities 
2541, 2544 


Italdoor Woodworking Ltd. 

23 Cedar Avenue 

Thornhill L3T 3W1 

416/889-6985 

Interiors, slab and bifold doors, custom doors 
2541, 2660 


Loughlin Home Supply Co. Ltd. 
6 Scott Drive 

Thornhill L4J 1S1 
416/889-1109 

Prefab garages 

2543 


Normac Kitchens Ltd. 
59 Glen Cameron Road 
Thornhill L3T 1N8 
416/889-1342 

Kitchen cabinets 

2544 


Orav Stairs (1966) Ltd. 
82 Green Lane 
Thornhill L3T 2A1 
416/889-3381 

Stairs 

2541 


Peerless Window Equipment Ltd. 
3 Guardsman Road 

Thornhill L3T 2A1 

416/889-6401 

Windows 

2541 


Raywal Ltd. 

68 Green Lane 

Thornhill L3T 2A1 
416/889-6243 

Kitchen cabinets, vanities 
2544 


Stage Door Ltd. 

100 Doncaster Ave. 

Thornhill L8T 1L3 

416/881-2582 

Exhibits, displays, shelving, furniture 
2610, 2660 


Staples Display Advertising Ltd. 
11 Glen Cameron Road 

Thornhill L3T 3N1 

416/224-2112 

Exhibits, displays 

2660 


Valhalla Homes Ltd. 

355 John Street 

Thornhill L8T 2A1 
416/225-6950 

Prefab homes and cottages 
2543 
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BRACEBRIDGE 


A & M Custom Kitchens 
532 Industrial Mall 
Bracebridge POB 1C0 
705/645-8857 

Kitchen cabinets, vanities 
2544 


Bracebridge Lumber Co. Ltd. 
Box 716 

2 Spencer Street 

Bracebridge POB 1C0 
705/645-4211 

Pallets 

2560 


Deco Lumber Co. Ltd. 
Muskoka Road 4 
Bracebridge POB 1C0 
705/645-4438 

Timbers, trusses, sidings 
2543 


Langford Canoe Co. 
Box 1115 

Winhara Road 
Bracebridge POB 1C0 
705/687-6585 

Canvas covered canoes 
3280 


Murray’s Custom Kitchens Ltd. 


R.R.3 

Bracebridge POB 1C0 
705/645-8857 
Kitchen cabinets 
2544 


GRAVENHURST 


B.C. Furniture Ltd. 

R.R. 1 

Old Highway 11, North 
Gravenhurst POC 1G0 
705/687-5487 

Custom household furniture 
2610 


Creavette Boat Corp. Ltd. 
Box 220 

851 Bay Street 
Gravenhurst POC 1G0 
705/687-2041 


Boat manufacturers and rebuilders 


3280 


Nelson Wood Products Ltd. 
Muskoka Division 

R.R. 1 

Gravenhurst POC 1G0 
705/687-2003 

Lumber, pallets, industrial crating 
2560 


Rubberset Co. (Can.) Ltd. 

165 Second Street 

Gravenhurst POC 1G0 

705/687-2224 

Paint brushes, rollers, handles, shaving brushes 
2599 


Silvaplex Ltd. 

Box 389 

Marlyn Drive 

Gravenhurst POC 1G0 
705/687-3425 

Flat and molded plywood products 
2599 


Smiths Inlaid Wooden Novelties 

Box 643 

275 Winewood Avenue 

Gravenhurst POC 1G0 

705/687-4688 

Souvenirs, novelties, trophies, plaques, wooden pins 
2599 


HUNTSVILLE 


Huntsville Planing Mills Ltd. 

Box 1209 

8 King Street 

Huntsville POA 1KO 

705/789-2325 

Industrial crates, custom millwork, door and window 
frames 

2541, 2560 


Huntsville Timber Products Ltd. 
Box 478 

Airport Road 

Huntsville POA 1K0 
705/789-2363 

Reels for wire and cable industry 
2560 


Northland Canoes Ltd. 
R.R. 4 

Huntsville POA 1KO 
705/789-2481 

Cedar strip canoes 
3280 
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Three Star Lumber Ltd. 
R.R. 2, Highway 527 
Huntsville POA 1K0 
705/789-5282 

Pallets 

2560 


Weldwood of Canada Ltd. 
Hardwood Division 

Box 847 

40 Main St., West 

Huntsville POA 1K0 

705/789-2371 

Harwood strip flooring and lumber 
2542 


KILWORTHY 


Basic Sections Ltd. 
Bauhaus Docks Division 
R.R. 2 

Kilworthy POE 1G0 
705/689-2545 

Floating docks 

2599 


PORT CARLING 


Duke Marine Services Ltd. 
Box 148 

Port Carling POB 1J0 
705/765-3141 

Boat restoration 

3280 


Hermitage Furniture Makers Ltd. 
AR 

Port Carling POB 1J0 
705/765-5863 

Custom household furniture 
2610 


SEVERN BRIDGE 


Pioneer Handcraft Ltd. 
Severn Bridge POE 1NO 
705/689-2604 

Pine household furniture 
2610 
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JUDICIAL DISTRICTS 


DISTRICT OF ALGOMA 


BRUCE MINES 


Custom Lumber Ltd. 

Box 99 

Highway 17, East 

Bruce Mines POR 1C0 

705/785-3416 

Roof trusses, kitchen cabinets, vanities 
2543, 2544 


SAULT STE. MARIE 


Crema Cabinets Co. Ltd. 

Crema Craft Division 

181 Churchill Avenue 

Sault Ste. Marie P6C 2P9. 

705/253-9882 

Early Canadian furniture, custom cabinets 
2610, 2660 


Finn-Log Mfg. Ltd. 

1490 Goulais Avenue, North 
Sault Ste. Marie P6C 5A7 
705/949-6713 

Pine log homes, cottages, saunas 
2543 


Fiore Cabinets Ltd. 

96 Wellington St., West 
Sault Ste. Marie P6A 1H1 
705/949-3251 


China cabinets, kitchen cupboards, vanities, stairways 


2544 


Michigan Maple Ltd. 
296 North Street 

Sault Ste. Marie P6B 2A4 
705/253-2364 


Butcher blocks, laminated cutting boards, tables and 
workbench tops, shuffleboard and lab counter tops 


2541, 2599 


Nor-Wood Products (Sault) Ltd. 
196 Industrial Park Crescent 
Sault Ste. Marie P6B 5P2 
705/949-3630 


Canadian pine plank panelling and beams, removable 


wainscoating 
2541 


Sims Custom Woodworking Ltd. 

1244 Great Northern Road 

Sault Ste. Marie P6A 5K7 

705/256-8229 

Custom post-formed counter tops and kitchen 
cabinets 

2541, 2544 


Soo Mill and Lumber Co. Ltd. 

296 North Street 

Sault Ste. Marie P6B 2A4 

705/253-2365 

Lumber, custom millwork, hardwood tops, butcher 
blocks, kitchen cupboards, sashless windows 
2541, 2542, 2543, 2544 


Weyerhaeuser Canada Ltd. 

45 Third Line West 

Sault Ste. Marie P6A 5P7 
705/949-7800 

Hardwood strip flooring, lumber 
2542 
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DISTRICT OF COCHRANE 


HEARST 

Woody Woods Ltd. Yvan’s Cabinet Shop 
Highway 11, West 116 Gillies Avenue 
Hearst POL 1NO Timmins P4N 4G6 
705/362-8018 705/264-0282 

Kitchen cabinets, vanities, household furniture Kitchen cabinets, vanities 
2544, 2610 9544 

IROQUOIS FALLS 


Alfred Bernier, Cabinet Maker 

407 Main Street 

Iroquois Falls POK 1E0 

705/232-6448 

Kitchen cabinets, vanities, household furniture 
2544, 2610 


KAPUSKASING 


Norwood Cabinet 

R.R. 1 

Kapuskasing P5N 2S7 

705/335-5944 

Kitchen cabinets, vanities, household furniture 
2544, 2610 


MOONBEAM 


Cayouette Cabinets 

R.R. 1 

Moonbeam POL 1V0 

705/367-2557 

Kitchen cabinets, vanities, household furniture 
2544, 2610 


TIMMINS 


J.C. Chartrand Cabinet Shop 

Box 1290 

Timmins P4N 7J8 

705/264-7220 

Kitchen cabinets, household furniture 
2544, 2610 


E.B. Eddy Forest Products Ltd. 
McChesney Lumber Division 
Box 150 

267 McChesney Road 

Timmins P4N 7C9 
705/264-2244 

Pallets, crates, lumber 

2541, 2560 
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DISTRICT OF KENORA 


DRYDEN 


Alfred Andersen 
mA.R. 2 

Dryden P8N 2Y5 
807/937-4939 
Boats and canoes 
3280 


Win-Wood Mfg. Ltd. 

123 Queen Street 

Dryden P8N 1A6 

807/223-2118 

Window frames and sashes, kitchen cabinets 
2541, 2544 


Otter Workshop 
R.R. 2 

Dryden P8N 2Y5 
807/937-4390 
Toys, canoes 
3280, 3932 


KEEWATIN 


Northern Wood Home Canadian Ltd. 

Box 626, Airport Road 

712 Ottawa Street 

Keewatin POX 1C0 

807/547-2150 

Prefab plank-type log homes, decorative panelling 
2541, 2543 


KENORA 


Lindstom and Nilson Ltd. 
Box 1530 

227 Second St., South 
Kenora PON 3X7 
807/547-2870 

Millwork, doors, windows 
2541 


Woodale Lumber Products 
Box 1230 

Highway 17, East 

Kenora PON 3X3 
807/548-5191 

Rustic household furniture 
2610 
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DISTRICT OF MANITOULIN 


CARNARVON 


Carnarvon Lumber Ltd. 
Carnarvon KOM 1J0 
705/489-2212 

Moldings, picnic tables, docks 
2541, 2599 


ESPANOLA 


Espanola Woodworks Ltd. 
Box 1337 

500 Lee Valley Road 
Espanola POP 1C0 
705/869-1858 

Kitchen cabinets, vanities 
2544 


LITTLE CURRENT 


Rainbow Rustic Furniture Co. 
27 Campbell Street 

Little Current POP 1K0 
705/368-2582 

Household and patio furniture 
2610, 2660 


MINDEMOYA 


Klages Lumber & Feeds 
Binal 

Mindemoya POP 1S0 
705/377-4037 

Pallets, lumber 

2541, 2560 
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DISTRICT OF NIPISSING 


FIELD 


Omer’s Cabinets 
R.R. 1 

Field POH 1MO 
705/758-6211 
Kitchen cabinets 
2544 


MATTAWA 


Sklar Furniture Ltd. 

Mattawa Forest Products Division 
Box 489 

Sklar Road, Papineau Township 
Mattawa POH 1V0 

705/744-5563 


Furniture blanks, frame stocks, dimension stocks, 


drawer sides and glued panels 
2541, 2542 


NORTH BAY 


Bonnell’s Upholstering, Refinishing & Furniture 
Repairs 

36 Lakeshore Drive 

North Bay P1A 2A3 

705/474-4550 

Household furniture 

2610 


Cartwright Builders Supplies Ltd. 
391 Oak St., East 

North Bay P1B 1A3 
705/474-2600 


Kitchen cabinets, vanities, millwork, prefabricated 


buildings 
2541, 2543, 2544 


Dow Dall Millwork Ltd. 

Box 254, Birch’s Road 

North Bay P1B 8H2 
705/472-2010 

Custom kitchen cabinets, vanities 
2544 


Farquhar Construction Ltd. 

Port-A-Room Division 

Box 660 

1275 Main St.West 

North Bay P1B 8J5 

705/472-7170 

Mobile buildings, portable classrooms, offices, 
warehouses, bunkhouses, kitchen diners 
2543 


H.P. Kasch Custom Cabinet Making 

205 Lee Avenue 

North Bay P1A 2K4 

705/472-9893 

Recreation rooms, bars, built-in closets, kitchen 
units, vanities 

2544, 2660 


Laidlaw-Goodwood Industries Ltd. 

Box 987 

Sturgeon Falls Road 

North Bay P1B 8K3 

705/472-3400 

Truck flooring, post-formed counter tops, doors 
2541, 2542 


William Milne & Sons Ltd. 

Box 237 

214 Ninth Street 

North Bay P1B 8H2 

705/472-0690 

Decorative white and red pine wall panelling 
2541 


North Bay Woodwork Ltd. 
890 Mcintyre St., East 
North Bay P1B 1G1 
705/474-0947 

Kitchen cabinets, vanities 
2544 


Al Picard Cabinets Ltd. 

Box 1463 

Highway 11, North 

North Bay P1B 8K6 

705/474-9233 

Kitchen cabinets, vanities, millwork 
2541, 2544 


STURGEON FALLS 


Atelier Arc Industries Ltd. 
94 King Street 

Sturgeon Falls POH 2G0 
705/753-3144 

Custom household furniture 
2610 


MacMillan Bloedel Bldg. Materials Ltd. 
Sturgeon Falls POH 2G0 

705/753-2170 

Outdoor siding 

2543 
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DISTRICT OF NIPISSING 
Sturgeon Falls (Cont'd) 


Nipissing Cedar Products Ltd. 

Box 1900 

Sturgeon Falls POH 2G0 

705/753-3020 

Decorative cedar wall panelling, shingles 
2541 


West Nipissing Enterprises Inc. 
Box 97, 95 Bay Street 

Sturgeon Falls POH 2G0 
705/753-3944 

Chairs, picnic tables 

2610 
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DISTRICT OF PARRY SOUND 


BURK’S FALLS 


Manivaldi Woodworking 

R.R. 2 

Burk’s Falls POA 1C0 
705/382-6332 

Household furniture, novelties 
2610 


Thompson-Heyland Ltd. 

Box 550, Syples Street 

Burk’s Falls POA 1C0 

705/382-2900 

Edge-glued lumber core and panels, furniture blanks, 
moldings 

2541, 2542 


Unique Wood Products 
R.R. 2 

Burk’s Falls POA 1C0 
705/382-6333 

Custom woodworking 
2541, 2599 


CALLANDER 


Sports Pal Enterprises Ltd. 
Box 250 

Highway 11, South 

Callander POH 1HO 
705/752-1211 

Snowshoes, canoe components 
3280, 3931 


NIPISSING 


Village Cabinet Making 
eee 

Nipissing POH 1W0 
705/729-5559 

Kitchen cabinets, vanities 
2544 


PARRY SOUND 


Cedar World Ltd. 

R.R. 1 

Parry Sound P2A 2W7 

705/746-9231 

Floating docks, picnic tables, decks, garden sheds 
2543, 2599, 2660 


Knotty Pine Furniture 

R.R. 2 

Parry Sound P2A 2W8 
705/746-5663 

House and cottage furniture 
2610 


Parry Sound Pallets Ltd. 
24 William Street 

Parry Sound P2A 1V1 
705/746-5892 

Pallets 

2560 


Parry Sound Wood Turners Ltd. 
13 Marion Avenue 

Parry Sound P2A 1H6 
705/746-9691 

Small turnery products 

2592 


T.P. Wood Products Ltd. 

Box 631 

Parry Sound P2A 221 

705/342-5211 

Pine log homes, cottages and commercial buildings 
2543 


POWASSAN 


Frederick Woodworking Ltd. 

333 Spetz Road 

Powassan POH 1Z0 

705/724-2600 

Custom-made furniture, cabinets, vanities 
2544, 2610 


B. Giesler & Sons Ltd. 
Box 226 

195 Main St., West 
Powassan POH 1Z0 
705/724-2648 

Cedar boats 

3280 


SUNDRIDGE 


Anderson Millwork Ltd. 
Anderson Windows Division 
Box 399 

710 Park Street 

Sundridge POA 1Z0 
705/384-5341 

Window units, door frames 
2541 


Kent Bros. Ltd. 

Box 190 

Sundridge POA 1Z0 
705/384-5521 

Lumber, roof and floor trusses 
2541 
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DISTRICT OF PARRY SOUND (CONT’D) 


TROUT CREEK 


Ellerys Ultra Light Canoes 
Highway 115, South 

Trout Creek POH 2L0 
705/723-5215 

Canoes 

3280 


G. H. Condrad Lumber Ltd. 

Box 48 

Trout Creek POH 2L0 

705/723-5760 

Lumber, railway ties, pallet stock, pallets 


2541, 2560 

DISTRICT OF RAINY RIVER 
ATIKOKAN 
A. R. C. Industries Herrem Woodworkers Ltd. 
308 Main Street Box 576 
Atikokan POT 1C0 812 Victoria Avenue 
807/597-2179 Fort Frances P9A 2E2 
Lawn furniture, crafts, picnic tables, book ends, 807/274-6225 
novelties Window frames and sashes, toys 
2599, 2660 2541, 3932 
FORT FRANCES Ed. Kaun & Sons Ltd. 
Stan Dolyny Ltd. R.R. 1 
802 Second St., East Fort Frances P9A 3M2 
Fort Frances P9A 1N7 807/274-6246 
807/274-5651 Kitchen cabinets, vanities 
Kitchen cabinets, docks 2544 
2541, 2544 
Faragher Lumber Dale Perusse Ltd. 
1331 Sixth St., East 112 Second Street 
Fort Frances P9A 1X1 Fort Frances P9A 1M5 
807/274-3742 807/274-3285 
Pallets Prefab housing, kitchen cabinets 
2560 2543, 2544 
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DISTRICT OF THUNDER BAY 


GERALDTON 


Errington Lumber Co. Ltd. 

Arena Road 

Geraldton POP 1MO 

807/854-1611 

Custom millwork, kitchen cabinets 
2541, 2544 


KAKABEKA FALLS 


Kakabeka Timber Ltd. 

Box 78, R.R. 1 

Kakabeka Falls POT 1W0 

807/939-0447 

Dowel rods and pins, engineering stakes, lathes, 
components 

2592, 2599 


NIPIGON 


MacMillan Bloedel Bidg. Materials Ltd. 
Box 910, Newton Street 

Nipigon POT 2J0 

807/887-2017 

Hockey stick shafts, plywood 

2599 


THUNDER BAY 


Alpine Woodwork Ltd. 

1126 Roland Street 

Thunder Bay P7B 5M4 

807/622-9811 

Kitchen cabinets, vanities, household furnishings and 
fixtures, cabinets, millwork 

2541, 2544, 2660 


Amaran Enterprises Ltd. 
Ideal Woodcraft Division 
215 Frederica St., West 
Thunder Bay P7E 3W1 
807/622-5335 

Cabinets and fixtures 
2544, 2660 


Arnone Cabinet & Builders Supplies Ltd. 

550 Fort William Road 

Thunder Bay P7B 2Z8 

807/344-2124 

Custom kitchen cabinets, vanities, store fixtures, 
china cabinets 

2544, 2610, 2660 
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Bay Wood Processing Ltd. 

Box 3170, Station P 

Lakeshore Drive at Clavet 
Thunder Bay P7B 5G6 
807/344-8464 

Pressure-treated wood products 
2591 


Cancade Cabinets Ltd. 

310 Cumberland St., North 

Thunder Bay P7A 4N8 

807/345-8709 

Custom kitchen cabinets, vanities, store and office 
furnishings and fixtures 

2544, 2660 


F & M Lakehead Ltd. 

1158 Russell Street 

Thunder Bay P7B 5N2 
807/623-1988 

Custom kitchen cabinets, vanities 
2544 


A. Fanti Ltd. 

430 Balmoral St. 

Thunder Bay P7C 5G8 

807/622-3321 

Kitchen cabinets, vanities, millwork, store fixtures 
2541, 2544, 2660 


Gateway Bidg. & Supply Ltd. 
Box 248, Station F 

941 Simpson Street 

Thunder Bay P7C 4V8 
807/622-9639 

Custom kitchen cabinets, vanities 
2544 


John Hagglund Lumber & Fuel Ltd. 
Box 787, Station F 

497 East May Street 

Thunder Bay P7C 4W6 
807/623-6491 

Precut homes, cottages and garages 
2543 


Hanbury and Mehagan Construction and Cabinets 
169 McDougal Street 

Thunder Bay P7A 2K2 

807/344-7121 

Kitchen cabinets, vanities 

2544 


DISTRICT OF THUNDER BAY (CONT’D) 
Thunder Bay (Cont'd) 


The House “Doc” 
516 McTavish St. 
Thunder Bay P7B 5M5 
807/622-8131 
Cabinets 

2544 


industrial Hardware Products Ltd. 
Box 54 

Thunder Bay P7C 4V5 
807/622-8687 

Truck flooring 

3242 


Intercity Custom Carpentry of Thunder Bay 
1100 Russell Street 

Thunder Bay P7B 5N2 

807/622-3917 

Kitchen cabinets, vanities, millwork 

2541, 2544, 2660 


L.P.N. Cabinets and Carpentry Ltd. 
18 Peter Street 

Thunder Bay P7A 5H1 
807/345-0135 

Custom cabinets 

2660 


Lakehead Cabinet Ltd. 
367 Fort William Road 
Thunder Bay P7B 224 
807/345-7132 
Architectural millwork 
2660 


S$. Lotysz & Sons Construction Ltd. 
2613 Rankin Street 

Thunder Bay P7E 6A3 
807/623-2638 

Kitchen cabinets, vanities 

2544 


MacMillan Bloedel Bldg. Materials Ltd. 
Box 608 

Thunder Bay P7C 4W6 

807/939-2541 

Aspenite panels 

2543 


Harry Manko 

Box 552 

838 Syndicate Ave., North 
Thunder Bay P7C 4W4 
807/622-0461 

Cabinets, millwork 

2541, 2544 


Norco Cabinets & Supply Co. 
516 McTavish Street 

Thunder Bay P7C 3C4 
807/622-8131 

Kitchen cabinets, vanities 

2544 

Northern Wood Preservers Ltd. 
Box 2990 

Thunder Bay P7B 5G5 
807/344-8451 

Pressure-treated wood products 
2591 

A. J. Ostrowski 

R.R. 3, Highway 61 

Thunder Bay P7C 4V2 
807/577-5903 

Custom cabinets 

2660 

Petersen’s Cabinets and Home Improvements 
R.R. 1 

11 John Street Rd. 

Thunder Bay P7B 5E2 
807/767-2162 

Custom kitchen cabinets, vanities, pre-hung doors, 
window frames 

2541, 2544 

Rizzo’s Home Improvements 
638 Simpson Street 

Thunder Bay P7C 3J7 
807/622-8485 

Kitchen cabinets, vanities 

2544 

Superior Lumber Co. Ltd. 

Box 2956, Station P 

25 Front Street 

Thunder Bay P7B 5G5 
807/344-3511 

Kitchen cabinets, windows, doors, core boxes 
2541, 2544, 2560 


Thunderwood Cutting of Canada Ltd. 

Box 1 

130 West Gore Street 

Thunder Bay P7E 3Y9 

807/577-7513 

Wood pallets, stakes, bridging, trusses, and lumber 
2543, 2560 

Tony’s Cabinets 

170 Clarke St. 

Thunder Bay P7A 2L9 

807/345-6412 

Custom kitchen cabinets, vanities, room dividers, 
china cabinets 

2544, 2610, 2660 
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DISTRICT OF THUNDER BAY (CONT’D) 
Thunder Bay (Cont'd) 


Unitized Mfg. Ltd. 

Box 2536 

676 Squier Street 

Thunder Bay P7B 5G1 

807/344-9671 

Portable classrooms and camps, prefab modular 
housing, roof trusses, millwork 

2541, 2543 


Wanson Millwork Ltd. 

277 John Street 

Thunder Bay P7B 1W8 

807/344-6311 

Window frames and sashes, doors, stairs, millwork 
2541 


DISTRICT OF TIMISKAMING 


KIRKLAND LAKE 


Josip Coholic, Home Renovating 

23 Hudson Bay Avenue 

Kirkland Lake P2N 2H8 

705/567-7950 

Kitchen cabinets, vanities, household furniture 
2544, 2610 


G.W. Martin Lumber Ltd. 

Wood Treatment Division 

Box 1146 

Kirkland Lake P2N 3K4 

705/567-5101 

Pressure-treated lumber, poles, ties, timber, pilings 
2541, 2591 


Northern Door & Sash Ltd. 
Box 68 

Kirkland Lake P2N 3M6 
705/642-3709 

Doors and windows 

2541 


NEW LISKEARD 


Lundia Shelving Systems Ltd. 
Box 1630 

New Liskeard POJ 1P0 
705/647-4303 

Wooden shelving 

2541 


Three H Mfg. Ltd. 
Box 1029 

New Liskeard POJ 1P0 
705/847-4323 
Household furniture 
2610 


BRANTFORD 


Antanow Enterprises Ltd. 
55 Charing Cross 
Brantford N3R 2H4 
519/752-0090 


Windows, sashes, kitchen cabinets, custom 


woodwork 
2541, 2544, 2599 


Bee-Care Supplies Ltd. 
Box 1205 

22 Morton Ave., East 
Brantford N3T 5T3 
519/756-2280 


Beekeeper’s Supplies, woodenware, novelties 


2999 


Colonial Wood Products Inc. 


Box 1835, Prince Charles Road 


Brantford N3T 5W4 
519/753-5391 
Pallets and skids 
2560 


Custom Windows Ltd. 
R.R. 8 

Brantford N3T 5M1 
519/752-2547 

Window frames and sashes 
2541 


De Jong Furniture Ltd. 

R.R. 8, Lynden Road 
Brantford N3T 5M1 
519/647-3743 

Custom living room furniture 
2610 


Ken’s Cabinets Ltd. 
131 Clarence Street 
Brantford N3T 2V6 
519/753-1637 
Kitchen cabinets 
2544 


Knechtel Bros. Co. Ltd. 
143 Fifth Avenue 
Brantford N3S 1A3 
519/752-5068 
Overhead garage doors 
2541 


COUNTIES 
BRANT COUNTY 


Kotten Sorenson Ltd. 

Box 1594 

Brantford N3T 5V7 
519/756-7785 

Clock cases, novelty wood items 
2599 


John LeBlanc, Contractor 

220 Sydenham Street 

Brantford N3R 327 

519/759-5874 

Kitchen cabinets, custom woodwork 
2544, 2592 


Master Seal Windows Ltd. 
R.R. 8 

Brantford N3T 5M1 
519/752-2181 

Sliding and upright windows 
2541 


Gunther Mele (1976) Ltd. 
298 Murray Street 
Brantford N2S 512 
519/756-4330 

Jewellery cases 

2599 


Middleton Wood Sculptures 

R.R. 2 

Brantford N3T 5L5 

519/753-9603 

Miscellaneous custom woodworking 
2599 


Morris Patterns Ltd. 
42 Alice Street 
Brantford N3R 1Y2 
519/753-3858 
Foundry patterns 
2599 


Muttart Builder’s Supplies Brantford Ltd. 

Box 395 

Erie Avenue and Newport Street 

Brantford N3T 5P1 

519/753-8491 

Prefabricated houses and garages, pre-hung doors, 
windows 

2541, 2543 
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BRANT COUNTY (CONT’D) 


Brantford (Cont'd) 


John Myhal, Cabinet Maker 

72 Richardson Street 

Brantford N3T 1J1 

519/753-0318 

Cabinet making, tennis and badminton racquets 
2610, 3931 


Shelving Displays Ltd. 

Box 61 

60 Usher Street 

Brantford N3T 5M3 

519/753-8434 

Shelving, showcases, cabinets, check-out counters 
2660 


Storm Seal Aluminium Ltd. 
Box 158 

Brantford N3T 5M8 
519/756-5258 

Windows, patio doors 

2541 


Van Craft Wood Products Ltd. 
90 Colborne St., West 
Brantford N3T 1K7 
519/759-6020 

Custom woodworking 

2541, 2544, 2610 


OHSWEKEN 


Enos Williams 
R.R. 1 

Ohsweken N3T 5L4 
519/445-2104 
Lacrosse sticks 
3931 


PARIS 


Creative Wood Products Ltd. 

Box 274 

7 Consolidated Road 

Paris N3L 3G2 

519/442-6301 

Kitchen cabinets, bathroom vanities, bedroom 
furniture, laminated panel 

2544, 2610 


Kenanson Sales Ltd. 
King Sales Division 
Pn: Ss 

Paris N3L 3E3 
519/442-3029 

Wood pallets and crates 
2560 


Paris Playground Equipment Ltd. 

Box 125, Scott Avenue 

Paris N3L 3E7 

519/442-6331 

Playground, recreation and exercise equipment, park 
accessories 

3931 


The Sanderson-Harold Co. Ltd. 

Box 8, 23 Railway Street 

Paris N3L 2Z6 

519/442-4415 

Kitchen cabinets, vanities, window screens, 
post-formed counter tops, screen doors 
2541, 2544 


SCOTLAND 


Hunter Lumber Ltd. 
Scotland N02 1R0 
519/446-2271 
Tobacco greenhouses 
2543 
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BRUCE COUNTY 


CHESLEY 
Findlay Pallet Co. Ltd. 
Box 97, R.R. 4 


Chesley NOG 1L0 
519/363-3011 
Pallets 

2560 


Heirloom of Canada Ltd. 
Box 460, King Street 
Chesley NOG 1L0 
519/363-2346 

Living room furniture, tables 
2610 


Kurg Bros. Co. Ltd. 

Box 400, 

5 Seventh St., West 

Chesley NOG 1L0 

519/363-2133 

Bedroom, living room and dinette furniture, 
occasional tables 

2610 


FORMOSA 


Weiler Dimension Ltd. 

Formosa NOG 1W0 

519/881-3147 

Furniture and turnery squares, dimension stock 
2542 


HEPWORTH 


Gordon McNabb Pallet Mfg. Ltd. 
Highway 70 

Hepworth NOH 1P0 
519/935-2652 

Wooden pallets 

2560 


KINCARDINE 


Clarke Custom Cabinets 

Box 846 

Highway 21, South 

Kincardine NOG 2G0 
519/396-3338 

Custom kitchen cabinets, vanities 
2544 


LION’S HEAD 


Carmen Claudel 

R.R. 4 

Lion’s Head NOH 1WO 

519/793-3515 

Custom cabinets, household furniture 
2544, 2610 


PAISLEY 


James Friar 

Box 184 

Paisley NOG 2NO 
519/353-5230 

Window sashes, wheelbarrows 
2541, 2599 


PORT ELGIN 


Port Elgin Cabinet Makers Ltd. 

Box 280 

668 Green Street 

Port Elgin NOH 2C0 

519/832-2703 

Standard stock kitchen cabinets, gun cabinets, 
pallets, crates 

2544, 2560, 2610 


Stevens-Hepner Co. Ltd. 

Box 700 

736 Wellington Street 

Port Elgin NOH 2C0 
519/832-2051 

Brushes, brooms, curling brooms 
2599 


SOUTHAMPTON 


Sklar Peppler Furniture Ltd. 
Box 250 

140 Albert Street 
Southampton NOH 2L0 
519/797-3237 

Furniture parts 

2660 


TEESWATER 


Kennedy Wood Products Ltd. 

General Delivery 

Clinton Street 

Teeswater NOG 2S0 

519/392-6341 

Shovel and axe handles, turnery, canoe paddles 
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BRUCE COUNTY (CONT'D) 


WALKERTON 


Bogdon & Gross Furniture Co. Ltd. 

Box 240 

75 Ridout Street 

Walkerton NOG 2V0 

519/881-0600 

Dining room, bedroom, living room and occasional 
furniture 

2610 


Canada Spool & Bobbin Co. Ltd. 

Box 40, King Street 

Walkerton NOG 2V0 

519/881-0360 

Textile spools and bobbins, hardwood dimension 
squares, industrial turnings, furniture components 
and bowling lane flooring 

2542, 2592 


Lloyd Truax Ltd. 

525 Durham St., East 
Walkerton NOG 2V0 
519/881-0330 

Doors 

2541 


WIARTON 


International Woodworking Ltd. 

Box 327 

588 Claude Street 

Wiarton NOH 2T0 

519/534-1692 

Rustic cedar living room, bedroom and dining room 
furniture 

2610 


Lion Fabricating Co. 
Box 711, R.R. 1 
Wiarton NOH 2T0 
519/534-1055 

Pallets and wood boxes 
2560 


Wiarton Sash & Door Ltd. 

R.R. 2 

848 Frank Street 

Wiarton NOH 2T0 

519/534-1030 

Door and window frames, sashes 
2541 


DUFFERIN COUNTY 


ORANGEVILLE 


Imperial Kitchens Ltd. 
14 Robb Boulevard 
Orangeville LOW 3L2 
519/941-6851 

Kitchen cabinets, vanities 
2544 


SHELBURNE 


Dufferin Windows Ltd. 

Box 370 

210 Centennial Street 

Shelburne LON 1S0 

519/925-3111 

Windows, door frames, patio doors 
2541 


Gerry’s Custom Kitchens and Furniture Ltd. 
Box 456, R.R. 1 

Shelburne LON 1S0 

519/925-5014 

Kitchen cabinets 

2544 


Orangeville Kitchens Ltd. 
Box 384 

Shelburne LON 1S0 
519/925-3945 

Kitchen cabinets, vanities 
2544 


Westing Trailer Co. 
R.R. 4 

Shelburne LON 1S0 
519/925-5922 

Horse and stock trailers 
2543 
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ELGIN COUNTY 


AYLMER 
Erie Wood Products Ltd. Charles Pfeifer 
R.R. 2 182 Main Street 
Aylmer N5H 2R2 West Lorne NOL 2P0 
519/773-3856 519/768-1025 
Wheelbarrow handles, small wood turnings Pallets 
2592 2560 
Southern Wood Products Ltd. 
Box 159 
RODNEY 135 Elm Street 
Thomas Ward West Lorne NOL 2P0 
194 Furnival Road 519/768-1320 
Rodney NOL 2C0 Pallets, crates, boxes 
519/785-2348 2560 
Millwork and furniture 
2541, 2610 
ST. THOMAS 


The Canadian Woodenware Co. 

5 New Street 

St. Thomas N5P 2M9 

519/631-3745 

Washboards, step ladders, extension ladders 
2599 


Elgin Handles Ltd. 

21 Kains Street 

St. Thomas N5P 1M8 

519/631-0330 

Handles for striking tools, garden tools, shovels, pike 
poles 

2592 


WEST LORNE 


Erie Flooring & Wood Products Ltd. 

Box 430 

191 Victoria Street 

West Lorne NOL 2P0 

519/768-1200 

Pallets, hardwood strip and parquet flooring, 
dimension stock 

2542, 2560 


The Milner-Rigsby Co. Ltd. 
Box 160 

209 Argyle Street 

West Lorne NOL 2P0 
519/768-1250 

Truck flooring, trailer decks 
2542 
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AMHERSTBURG 


Conklin Lumber Co. Ltd. 
Discount Dave’s Home Centre 
320 Dalhousie St., South 
Amherstburg N9V 1X3 
519/736-2151 

Picnic tables, stakes 

2599 


Deluca Construction Co. Ltd. 
565 Texas Road 
Amherstburg N9V 2R8 
519/936-3781 

Kitchen cabinets, vanities 
2544 


Norman A. Faucher Ltd. 
Box 67 

Amherstburg N9V 222 
519/736-5451 

Pallets, shipping containers 
2560 


Heyme’s Wood Products Ltd. 
242 St. Arnaud Street 
Amherstburg N9V 2P3 
519/736-2784 

Custom kitchen cabinets, vanities 
2544 


BELLE RIVER 


Martindale Sash & Door Ltd. 
R.R. 1, Highway 2 

Belle River NOR 1A0 
519/727-3007 

Window frames and sashes 
2541 


The Shop Custom Cabinets Ltd. 
R.R. 2 

Belle River NOR 1A0 
519/728-1561 

Kitchen cabinets 

2544 


ESSEX 


A & L Woodworking & Cabinet Making 
Box 8 

56 Talbot St., South 

Essex NOR 1E0 

519/776-7572 

Custom kitchen cabinets, vanities 

2544 


ESSEX COUNTY 


A.R.C. Industries 
372 Talbot St., North 
Essex N8N 2W4 
519/776-6485 


Outdoor furniture, agricultural and industrial wood 


products, pallets and crates 
2543, 2560, 2660 


Naylor Kitchen Design Cabinets 
48 Wilson Avenue 

Essex N8M 2M1 

519/776-6447 

Kitchen cabinets 

2544 


HARROW 


Murphy Enterprises Ltd. 

Box 815, R.R. 1 

Harrow NOR 1G0 

519/738-2925 

Commercial and residential furniture 
2610, 2640, 2660 


KINGSVILLE 


Timber Shoppe 

Box 142 

Kingsville NOY 2E8 
519/733-2200 

Custom furniture, novelties 
2599, 2610 


LA SALLE 


Trealout General Construction 
5950 Malden Road 

La Salle NSH 1S6 

519/734-7837 

Custom kitchen cabinets, vanities 
2544 


Little’s Woodcraft Ltd. 

507 Maple Avenue 

La Salle N9J 1P6 

519/734-8253 

Custom kitchen cabinets, vanities, bars 
2544, 2610 


LEAMINGTON 


Mowad General Construction Ltd. 
32 Oak St., East 

Leamington N8H 2C2 
519/326-1788 

Kitchen cabinets, doors, windows 
2541, 2544 
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ESSEX COUNTY (CONT’D) 
Leamington (Cont'd) 


L. & J. Ross Construction Ltd. 
32 Oak St., East 

Leamington N8H 2C2 
519/326-8282 

Boxes, pallets 

2560 


Superior Cabinet Works 

32 Oak St., East 

Leamington N8H 2C2 

519/326-8282 

Post-formed counter tops, kitchen cabinets 
2541, 2544 


McGREGOR 


Lucier’s Unique Cabinet Makers 

R.R. 1, Howard Avenue 

McGregor NOR 1J0 

519/726-6219 

Custom household and office furniture 
2610, 2640 


OLDCASTLE 


D’s Woodworking Ltd. 
Ree 

Oldcastle NOR 1L0 
519/737-6597 

Kitchen cabinets, vanities 
2544 


RUTHVEN 


Wellington Wood Products (1972) Ltd. 
Ruthven NOP 2G0 

519/326-2394 

Baskets 

2560 


TECUMSEH 


A & D Lumber Co. Ltd. 
12002 Tecumseh Road 
Tecumseh N8N 1L9 
519/735-2142 

Cabinets, stairs, windows 
2541, 2544 


Bonato Cabinets Ltd. 

R.R. 2, County Road 42 

Tecumseh N8N 2M1 

519/735-4324 

Kitchen cabinets, vanities, woodworking 
2544, 2599 


Bonato Plastics Laminated Co. Ltd. 
R.R. 2, County Road 42 

Tecumseh N8N 2M1 

519/735-4324 

Laminated counter tops 

2541 

House Component Systems Ltd. 
Box 3130, Highway 2 Bypass 
Tecumseh N8N 2N3 

519/727-6511 

Prefabricated house sections, kitchen cabinets, 
vanities, stairs 

2541, 2543, 2544 


Square H Woodwork Ltd. 
Box 3325 

13013 Tecumseh Road 
Tecumseh N8N 2M4 
519/735-4800 


Kitchen cabinets, vanities, accessory parts for motor 


homes and vans 
2543, 2544 


James Sylvestre Enterprises Ltd. 
R.R. 1 

1865 Manning Road 

Tecumseh N8N 2L9 
519/727-5467 

Roof trusses 

2543 


WALKERVILLE 


Hartwell Bros. Ltd. 

Box 2217 

1459 Argyle Road 

Walkerville N8Y 3K9 
519/254-4291 

Striking and garden tool handles 
2592 


Windsor Pallet Ltd. 
Box 2188 

2890 North Talbot Road 
Walkerville N8Y 4R8 
519/737-6039 

Pallets, boxes 

2560 


WINDSOR 

Al’s Woodworking Ltd. 

3224 Walker Road 

Windsor N8W 3R5 

519/969-9888 

Cabinets, bars, store fixtures, round stairways, 
handrails, pool tables, counter tops 

2541, 2610, 3931 
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ESSEX COUNTY (CONT’D) 
Windsor (Cont'd) 


Atlas Pattern Works Ltd. 
2714 Meighen Road 
Windsor N8W 4C8 
519/948-4135 

Patterns, models 

2599 


Benotto Model & Pattern Ltd. 
R.R. 1 

3966 E.C. Row Ave., East 
Windsor L4L 1A5 
519/944-1030 

Models, patterns 

2599 


M. Bottoset & Son Ltd. 
2960 Langlois Avenue 
Windsor N8X 4M7 
519/966-0633 


Custom hi-fi cabinets, kitchen cabinets, vanities, 


turnery, millwork 
2541, 2544, 2592, 2610 


Bruno Woodcraft 

3243 Sandwich Street 

Windsor NSC 1A9 

519/256-4412 

Custom kitchen cabinets, vanities 
2544 


Colonial Cabinets & Millwork Ltd. 
2055 Huron Church Line Road 
Windsor N9C 2L6 

519/969-6480 

Custom cabinets and millwork 
2541, 2610 


Cremasco Woodwork Ltd. 
755 Morton Drive 
Windsor N9A 6J3 
519/734-8289 

Kitchen cabinets, vanities 
2544 


Deluxe Woodwork Ltd. 

2692 Howard Avenue 

Windsor N8X 3X3 

519/969-9154 

Custom dental cabinets, kitchen cabinets 
2544, 2660 


Dominion Cabinet Makers 
611 Tecumseh Boulevard, East 
Windsor N8X 2S1 
519/254-4241 

Kitchen cabinets, vanities 
2544 


Europa Cabinet Makers Ltd. 
581 Campbell Avenue 
Windsor N9B 2H5 
519/254-4901 

Kitchen cabinets, vanities 
2544 


Fairway Kitchen Cabinets 
465 Wyandoote St., West 
Windsor N9A 5X5 
519/252-1272 

Kitchen cabinets, vanities 
2544 


Feldman Window Mfg. Ltd. 
1931 Ambassador Drive 
Windsor N9C 3R5 
519/969-6361 

Windows 

2541 


Fontana Interior Design & Woodwork 

154 Tuscarora Street 

Windsor N9A 3L4 

519/254-8844 

Custom kitchen and commercial cabinets, fixtures 
2544, 2660 


Gabriele Brothers Cabinet Makers & Millwork 
1767 Northway Avenue 

Windsor N9B 3M2 

519/252-6670 

Custom kitchen cabinets, vanities, millwork 
2541, 2544 


I. & B. Cabinet Makers 

506 Aylmer Avenue 

Windsor N9A 1T8 

519/252-0378 

Kitchen cabinets, vanities, woodworking 
2544, 2599 


Industrial Models Ltd. 
Box 7236, Sandwich P.O. 
4045 Industrial Drive 
Windsor N9C 321 
519/969-6353 

Models, patterns 

2599 


Italia-Cabinet Makers 

2343 Pillette Road 

Windsor N8T 1P7 

519/948-6921 

Custom kitchen cabinets, vanities 
2544 
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ESSEX COUNTY (CONT’D) 
Windsor (Cont'd) 


Joe’s Woodcraft of Windsor Ltd. 
2855 Todd Lane 

Windsor N9H 119 
519/969-6297 

Post-formed counter tops 

2541 


John’s Woodworking 

5220 Burke St., Talbot Road 

Windsor N9A 6J3 

519/737-6326 

Shelving, bookcases, household furniture, kitchen 
cabinets, vanities 

2544, 2610, 2660 


Kohen Box Co. (Windsor) Ltd. 

Box 2191, Walkerville 

1508 Walker Road 

Windsor N8Y 4R8 

519/252-3465 

Box shooks, pallets, skids, packaging and crating 
2560 


La Sorda Cabinets and Furniture 
938 Walker Road 

Windsor N8Y 2N5 

519/254-0279 

Kitchen cabinets, household furniture 
2544, 2610 


Mar-Cos Pallets Ltd. 
2055 Huron Church Road 
Windsor N9C 2L6 
519/969-6460 

Pallets 

2560 


Master Patterns Ltd. 
1196 Westcott Road 
Windsor N8Y 4B8 
519/945-5214 
Patterns, models 
2599 


Matthews Lumber Co. Ltd. 
Box 518 

700 Tecumseh Rd., West 
Windsor N9A 6N1 
519/254-1143 

Picnic tables, vanities 
2599 


Old World Furniture Makers Ltd. 
2479 Howard Avenue, Rear 
Windsor N8X 3V7 

519/253-7742 

Custom-built furniture 

2610 


Olympia Wood Craft 
1392 Wyandotte St., East 
Windsor N9A 2N6 
519/258-2007 

Kitchen cabinets 

2544 


Ontario Cabinet Makers Ltd. 

770 E. C. Row Avenue, East 

Windsor N8X 3J3 

519/969-9164 

Architectural and institutional millwork, kitchen 
cabinets and countertops 

2541, 2544 


Paquette Window Co. Inc. 
1358 Windsor Avenue 
Windsor N8X 3L9 
519/253-2672 

Wood windows 

2541 


Pasqualotto Wood Craft Inc. 
1250 Jefferson Boulevard 
Windsor N8S 2R4 
519/945-3818 

Cabinets and stairways 
2541, 2544 


The Pine Wood Shoppe 
3514 Walker Road 
Windsor N8W 3S4 
519/969-3733 

Pine furniture 

2610 


Piruzza Woodcraft 

1604 Glenwood Street 
Windsor N9B 3N2 
519/254-9346 

Kitchen cabinets, vanities 
2544 


E. C. Poisson Lumber Ltd. 

1350 St. Luke Road 

Windsor N8Y 3N2 

519/945-9921 

Door and window frames, window sash, millwork 
2541, 2544 


Pyramid Homes (Windsor) Ltd. 
Box 248, Sandwich W. P.O. 
4100 Sandwich St., West 
Windsor N9C 321 
519/969-2700 

Travel trailers, truck campers, commercial vehicles, 
mini homes 
2543, 3242 
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ESSEX COUNTY (CONT’D) 


Windsor (Cont'd) 

E.R. St. Denis & Sons Ltd. Woodpros 

~ 3900 Walker Road 2045 Jefferson Boulevard 
Windsor N8W 313 Windsor N8T 2W3 
519/963-4130 519/948-9691 
Patterns, models Wooden stairs 
2599 2541 
Taba’s Woodwork Ltd. W. Zawyrucha Builder 
387 Superior Street 3850 Sixth Concession 
Windsor N9J 1H7 Windsor N9G 1F3 
519/734-1540 519/966-4565 
Kitchen cabinets, vanities Custom kitchen cabinets, vanities, woodworking 
2544 2541, 2544 


Timberline Wood Products (Windsor) Ltd. 
1637 Provincial Road 

Windsor N9A 6J3 

519/966-4511 

Boxes, pallets, skids, crates 

2560 


Tom’s Woodwork 

3052 Walker Road 

Windsor N8W 3R3 

519/966-0605 

Custom kitchen cabinets, vanities, bars 
2544, 2610 


Trend Millwork & Cabinets Ltd. 

3040 Devon Drive 

Windsor N8X 4L2 

519/969-2990 

Custom-made industrial and commercial furniture, 
architectural millwork 

2541, 2640 


Turn of the Century Wood Products 

2710 Harvard Avenue 

Windsor N8X 3X5 

519/969-9344 

Kitchen cabinets, vanities, pine and oak furniture 
2544, 2610 


Windsor Lumber Co. Ltd. 

Box 519 

694 Cameron Avenue 

Windsor N9A 6M6 

519/252-8331 

Custom kitchen cabinets, vanities, millwork 
2541, 2544 


Windsor Cabinet Makers 

1232 Erie St., East 

Windsor N9A 325 

519/252-8970 

Custom kitchen cabinets, desks, woodwork and 
millwork 

2541, 2544 
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FRONTENAC COUNTY 


GLENBURNIE 


Richard McFadden 
R.R. 1 

Glenburnie KOH 1S0 
613/546-2616 
Doors and windows 
2541 


GODFREY 


John Kraai, The Woodworker 
R.R. 2 

Godfrey KOH 110 
613/374-2159 

Household furniture 

2610 


HARROWSMITH 


Carriage House Interiors 
Box 158 

Harrowsmith KOH 1V0 
613/372-2035 

Pine furniture, cabinets 
2610 


INVERARY 


Tom Evans, Woodworking & Upholstery 
R.R. 2 

Inverary KOH 1X0 

613/353-2675 

Novelty wood items 

2599 


KINGSTON 


S. Anglin Co. Ltd. 

Box 367 

Bay & Wellington Sts. 

Kingston K7L 4W2 

613/546-2201 

Custom kitchen cabinets, vanities, doors, window 
frames, sashes, stairs, millwork 

2541, 2544 


Jack Chapman Woodwork Ltd. 

1274 Princess Street 

Kingston K7M 3C9 

613/542-5325 

Custom kitchen cabinets, window sashes and frames, 
stairs, millwork 

2541, 2544 


Elbertsen Industries Ltd. 
Box 482, Station A 

485 O’Connor Drive 
Kingston K7M 6R3 
613/389-6000 

Wooden windows 

2541 


Gervan Custom Buildings & Woodworking Ltd. 
12 Cataraqui Street 

Kingston K7K 1Z7 

613/542-4712 

Kitchen cabinets, furniture, doors 

2541, 2544, 2610 


Glen Supply Co. Ltd. 
Box 1054 

149 Counter Street 
Kingston K7L 4Y5 
613/542-4957 

Roof trusses 

2543 


K-D Mfg. Co. Ltd. 

Box 1045, 670-680 Montreal Street 
Kingston K7L 4Y5 

613/544-6107 

Picture frames 

2660 


MacLachlan Lumber Co. Ltd. 

Box 186 

1316 Princess Street 

Kingston K7L 4V8 

613/549-2260 

Sashes, doors, custom kitchen cabinets and vanities, 
roof trusses, millwork 

2541, 2543, 2544 


Music Boats 

3 Elliott Avenue 

Kingston K7K 2P7 
613/548-8777 

Custom-designed and built boats 
3280 


Joseph Piribauer 

704 Truman Drive 

Kingston K7M 5B9 

613/389-3916 

Custom cabinets, stairs, custom woodwork 
2544, 2599 


FRONTENAC COUNTY (CONT’D) 
Kingston (Cont'd) 


Harold B. Salsbury 

45 Hamilton Street 

Kingston K7K 1P1 

613/389-2196 

Custom kitchen cabinets, vanities 
2544 


Hans Splinter 

996 Old Colony Road 
Kingston K7P 1K3 
613/389-9295 
Kitchen cabinets 
2544 


H. Steinpatz & Son Ltd. 

R.R.3 

Kingston K7L 4V2 

613/389-2196 

Furniture restorations, custom-built furniture 
2610 


SHARBOT LAKE 


M. D. Snell & Son Ltd. 

R.R. 2 

Sharbot Lake KOH 2P0 
613/279-2191 

Fencing and outdoor furniture 
2541, 2660 
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CHATSWORTH 


Chatsworth Builders Supplies 

Box 1 

Chatsworth NOH 1J0 

519/794-2950 

Kitchen cabinets, vanities, bookcases 
2544, 2660 


CLARKSBURG 
Beaver Valley Bidg. Co. Ltd. 


Gunnar’s Custom Furniture & Cabinets Division 


R.R. 2 

Clarksburg NOH 1J0 

519/599-3808 

Household furniture, kitchen cabinets 
2544, 2610 


DURHAM 


Durham Chair & Store Fixtures Ltd. 
Box 659 

163 Garafraxa Rd., North 

Durham NOG 1RO0 

519/369-2018 

Commercial and institutional seating 
2660 


George Glass Furniture Ltd. 

Queen Street 

Durham NOG 1R0 

519/369-2579 

Bedroom furniture, desks, china cabinets 
2610 


Kroehler Mfg. Co. Ltd. 

50 Lambton St., West 

Durham NOG 1R0 

519/369-2345 

Bedroom furniture, desks, china cabinets 
2610 


Orion Veneers Ltd. 

Box 335 

22 William St., West 

Durham NOG 1RO 

519/369-3139 

Custom veneer cutting and laminating 
2599 


Welbeck Sawmill Ltd. 
R.R. 2 

Durham NOG 1R0 
519/369-2144 

Pallets, crates 

2560 


GREY COUNTY 


FLESHERTON 


Century Pine 

30 Collingwood Street 
Flesherton NOC 1£0 
519/924-2413 
Custom-built furniture 
2610 


HANOVER 


Hanover Kitchens (Canada) Ltd. 

711 Tenth Avenue 

Hanover N4N 2P7 

519/364-1170 

Kitchen cabinets, vanities, counters, laboratory 
furniture 

2544, 2660 


Heintzman & Co. Ltd. 

Piano Manufacturing Division 
582 Fourteenth Street 
Hanover N4N 2A1 
519/364-3820 

Pianos 

3994 


Knechtel Furniture Ltd. 

Box 248 

479 Tenth Avenue 

Hanover N4N 3C7 

519/364-2020 

Bedroom, living room and dining room furniture, 
cedar chests 

2610 


Sklar Furniture Ltd. 

Peppler Division 

Box 550 

656 Ninth Avenue 

Hanover N4N 3B6 

519/364-1640 

Dining room and bedroom furniture 
2610 


KEMBLE 


Claudea Productions Ltd. 
R.R. 2 

Kemble NOH 1S0 
519/376-9527 

Church furniture, custom kitchen and fine furniture 
cabinets 
2544, 2660 
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~ GREY COUNTY (CONT'D) 


MARKDALE 


Nordic Furniture Industries Ltd. 

Box 500 

Markdale NOC 1HO 

519/986-3281 

Scandinavian-style household furniture 
2610 


MEAFORD 


Amerock Ltd. 

Box 1000, Cook Street 

Meaford NOH 1Y0 

519/538-2200 

Kitchen cabinets, household hardware 
2541, 2544 


M & G Grants Lumber and Bidg. Supplies Ltd. 
Nelson Street 

Meaford NOH 1Y0 

519/538-1740 

Window sashes 

2541 


Hodgkinson Woodworking 
Box 131 

47 Nelson Street 

Meaford NOH 1Y0 
519/538-3364 

Wooden display panels 
2599 


Stanley Knight Ltd. 

Box 1150 

226 Boucher Street 

Meaford NOH 1Y0 

519/538-3300 

Strip and block hardwood flooring 
2542 


Knight’s of Meaford Ltd. 

Box 520 

81 Edwin St., East 

Meaford NOH 1Y0 

519/538-1510 

Hardwood flooring, millwork, sawdust products 
2541, 2542 


The Meaford Woodenwares Ltd. 

Box 1150 

226 Boucher Street 

Meaford NOH 1Y0 

519/538-3300 

Moldings, wooden shaving soap bowls 
2541, 2599 


Cliff Richardson Boats Ltd. 
Box 819, Bayfield Street 
Meaford NOH 1Y0 
519/538-1940 

Sail and power boats 

3280 


NEUSTADT 


Al Ratz Woodworking 

RR 

Neustadt NOG 2M0 

519/364-3209 

Special moldings, artists supplies, louvres, school 
cabinets 

2541, 2599, 2660 


OWEN SOUND 


Keenan Industries Ltd. 

Box 158 

Eighteenth St. & Third Ave., East 

Owen Sound N4K 5P3 

519/376-2310 

Specialty wood products, pallets, crutches, window 
screens 

2541, 2560, 2599 


Owen Sound Excelsior Products 
Box 294 

2295 Third Ave., West 

Owen Sound N4K 5P5 
519/376-4364 

Hassocks, excelsior wood wool 
2599, 2610 


Sound Pattern Works Co. Ltd. 
1250 Sixteenth St., East 
Owen Sound N4K 1Z3 
519/376-3121 

Patterns, jigs, models 

2599 


Travel Mate Motor Homes Ltd. 

Box 276 

2795 Third Ave., East 

Owen Sound N4K 5P5 

519/376-0737 

Motor homes and specialized vehicles 
3242 


Vandestadt and McGruer Ltd. 
Box 7, West Shore Road 
Owen Sound N4K 5P1 
519/376-8548 

Sailboats 

3280 
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GREY COUNTY (CONT’D) 
Owen Sound (Cont'd) 


WILLIAMSFORD 
C.J. Webber J. C. Fee 
460 Thirteenth St., West Williamsford NOH 2V0 
Owen Sound N4K 3W7 519/794-2338 
519/376-5476 Basket bottoms, cedar shingles 
Custom kitchen cabinets, household furniture 2541 
2544, 2610 Stock Wooden Toys Ltd. 
Box 75 
SHALLOW LAKE Williamsford NOH 2V0 
Gordon McNabb 519/794-2768 
R.R. 1 Wooden toys, kindergarten furniture, easels, shelving 
Shallow Lake NOH 2K0 2660, 3932 


519/935-2652 
Pallets, hardwood lumber, wood turning squares 
2541, 2560 


HALIBURTON COUNTY 


WILBERFORCE 


Wilberforce Veneer and Planing Mill 

Box 40, Main Street 

Wilberforce KOL 3C0 

705/448-2531 

Pallets, core boxes, moldings, and sidings 
2541, 2560 
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HASTINGS COUNTY 


BANCROFT 


Bancroft Lumber Ltd. 
Box 280 

Brancroft KOL 1C0 
613/332-3320 
Moldings, millwork 
2541 


Ontario Pressure-Treated Wood Ltd. 
Box 280 

Highway 62, South 

Bancroft KOL 1C0 

613/332-1511 

Pressure-treated wood products 
2591 


Tenthorey Co. Ltd. 

The Oaken Mallet Division 

Box 1049 

Bancroft KOL 1C0 
613/332-3581 

Hardwood household furniture 
2610 


BELLEVILLE 


Allen Nye Scott Enterprises Ltd. 
25 Dundas St., West 

Belleville K8P 3M7 
613/966-4848 

Sailboats 

3280 


Harry S. Featherstone 

495 Dundas St., West 

Belleville K8P 1B6 

613/968-6156 

Custom cabinetry and school furniture 
2610 


Lamwood Cabinets Ltd. 
Box 785 

Belleville K8N 5B5 
613/966-1356 

Cabinets and stairs 

2541, 2544 

Bob Peake Wood Products 
482 Sidney St., North 
Belleville K8P 4A2 
613/962-5445 


Custom kitchen cabinets, vanities and stairs 


2541, 2544 

Technical Woodwork 
Box 651, R.R. 7 
Belleville K3N 4Z8 
613/962-3553 

Kitchen cabinets, vanities 
2544 


Wilson Sports Equipment (Canada) Ltd. 
Box 909 

Belleville K8N 5B6 

613/962-9125 

Golf clubs 

3931 


DESERONTO 


Hawley Bros. 

Box 199 

488 Main Street 

Deseronto KOK 1X0 

613/396-2438 

Reproductions of early Canadian chairs 
2610 


D. C. Tompkins Mfg. Inc. 

Box 171 

Deseronto KOK 1X0 

613/396-5283 

Household furniture, primarily chairs 
2610 


FOXBORO 


Foxboro Industries Ltd. 

297 Main Street 

Foxboro KOK 2B0 

613/962-4439 

Custom woodworking, windows and doors 
2541 


Rollins Lumber Ltd. 

Box 100, Main Street 

Foxboro KOK 2B0 

613/962-9184 

Prefab walls and trusses for residential and 
commercial buildings, kitchen cabinets, vanities, 
Stairs 

2541, 2543, 2544 


L’AMABLE 


L’Amable Lumber Ltd. 
L’Amable KOL 2L0 
613/332-3792 

Pine log building components 
2543 


MARYSVILLE 


Whalen Furniture Ltd. 
Riel 

Marysville KOK 2NO 
613/396-5080 
Household furniture 
2610 
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HASTINGS COUNTY (CONT’D) 


ROSLIN 


Decor Kitchens Ltd. 

R.R. 2 

Roslin KOK 2Y0 
613/477-2595 

Kitchen cabinets, vanities 
2544 


STIRLING 


Peterborough Lumber Ltd. 

Box 10, 166 North Street 

Stirling KOK 3E0 

613/395-3361 

House panels, roof trusses and prefabricated 
buildings 

2543 


TRENTON 


A. Denouden 

1 Coulter Crescent 
Trenton K8V 3E9 
613/392-4261 

Kitchen cabinets, vanities 
2544 


Domtar Chemicals Ltd. 
Wood Preserving Division 
Box 460 

126 Marmora Street 
Trenton K8V 5R6 
613/392-5018 


Pressure-treated wood products, poles and fence 


posts 
2591 


Mirmil Products Ltd. 
Box 610, Frankford Rd. 
Trenton K8V 5R7 
613/392-7800 


Custom millwork, furniture cabinets, store fixtures, 


office interiors 
2541, 2610, 2660 


Evan Noack Carpentry 
53 Marmora Street 
Trenton K8V 2H8 
613/394-2565 


Kitchen cabinets, vanities, household furniture 


2544, 2610 


TWEED 


G. W. Martin Wood Products Ltd. 
Pallet Division 

Box 280 

27 Colborne Street 

Tweed KOK 3J0 

613/478-2148 

Pallets, pallet boxes, crates and bases 
2560 


Rusti-Cana Cedar Ltd. 
John Street 

Tweed KOK 3J0 
613/478-3329 

Rustic furniture 

2610 
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HURON COUNTY 


CENTRALIA 


Dashwood Industries Ltd. 

Box 10, Highway 4 

Centralia NOM 1K0 

519/228-6624 

Windows, patio doors, entrance systems 
2541 


CLINTON 


Bayfield Boat Yard Ltd. 

Box 1076 

Bldg. 22, Vanastra Park 
Clinton NOM 1L0 
519/482-3425 

Sailboats 

3280 

Fabian Furniture Mfg. Co. Ltd. 
Box 359, East Victoria Street 
Clinton NOM 1L0 
519/482-7961 

Dining room and bedroom furniture, school and hi-fi 
cabinets 

2610, 2660 


Oesch Woodworking 
R.R.5 

Clinton NOM 1L0 
519/482-7657 

Kitchen cabinets, millwork 
2541, 2544 


Sherlock-Manning Piano Co. Ltd. 
Box 99 

123 East Street 

Clinton NOM 1L0 

519/482-9702 

Upright pianos and benches 


DASHWOOD 


A.R.C. Industries 
Box 29 

Dashwood NOM 1NO 
519/237-3667 


Woodworking, fencing, lawn furniture, stakes, pallets, 


children’s furniture, trailer racks 
2541, 2560, 3242, 3932 


EXETER 


Custom Trailers Ltd. 
Box 190 

Exeter NOM 1S0 
519/235-1530 
Mobile homes 

2543 


Exe Fibercraft Ltd. 
Box 760 

Exeter NOM 1S0 
519/235-0610 
Sailboats 

3280 


Exeter Furniture Ltd. 

Box 280 

15 James Street 

Exeter NOM 1S0 

519/235-0301 

Church and institutional furniture, custom woodwork 
2660 


GODERICH 


Custom Crating 

R.R. 4 

Goderich N7A 3Y1 
519/524-7874 
Containers and pallets 
2560 


Huron Pine Furniture 
52 West Street 

Goderich N7A 2K3 
519/524-4446 

Pine household furniture 
2610 


National Shuffleboard and Mfg. Ltd. 
130 East Street 

Goderich N7A 1N4 

519/524-7262 

Shuffleboards, pool tables, crating 
2560, 3932 


Selinger Wood Ltd. 

Box 247 

155 Anglesea St. 

Goderich N7A 323 

519/524-2651 

Bowling lane flooring, dimension stock, laminated 
truck and railroad car flooring 

2542 


HENSALL 


General Home Systems Ltd. 
Mobile Homes Division 
Oxford Street 


Hensall NOM 1X0 


519/262-3310 
Mobile homes 
2543 


HURON COUNTY (CONT’D) 
Hensall (Cont'd) 


General Home Systems Ltd. 
General Coach Division 

73 Mill Street 

Hensall NOM 1X0 
519/262-2600 

Recreational vehicles 

3242 


Traylor Industries Ltd. 

Box 191, Queen Street 

Hensall NOM 1X0 

519/262-2532 

Mobile office trailers and commercial trailers 
2543 


VANASTRA 


Oesch Woodworking 
Vanastra Industrial Park 
Vanastra NOM 1L0 
519/482-7657 

Custom woodwork, sashes 
2541 


WINGHAM 


Conestoga Chair Co. Ltd. 
44 Victoria Street, East 
Wingham NOG 2W0 
519/357-1741 

Wooden chairs 

2610 


Lloyd-Truax Ltd. 
596 Cedar Avenue 
Wingham NOG 2W0 
519/357-3600 
Doors 

2541 


Royal Homes Ltd. 

Arthur Street 

Wingham NOG 2W0 

519/357-2606 

Custom pre-engineered homes, trusses 
2543 


ZURICH 


Zurich Wood Products Ltd. 
Box 40 

61 Main St., West 

Zurich NOM 2T0 
519/236-4324 

Crates, boxes, pallets 
2560 
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BOTHWELL 


Canada Buff Ltd. 
Box 56 

Bothwell NOP 1C0 
519/695-2816 
Pallets 

2560 


Alex Crowell 
R.R. 3 

Bothwell NOP 1C0 
519/695-2611 
Pallets 

2560 


CHATHAM 


Asher Mfg. Ltd. 
295 Colborn St. 
Chatham N7M 3M3 
519/352-2111 
Shipping reels 
2560 


Bennie Lumber and Bldg. Materials 
Box 266 

124 Keil Drive 

Chatham N7M 5K4 

519/352-6180 

Millwork 

2541 


Chatham-Kent Woodworking Ltd. 
23 Leeson Drive 

Chatham N7M 5L8 
519/352-9210 


KENT COUNTY 


Custom kitchen and fine furniture cabinets, desks, 


vanities 
2544, 2610 


W. A. Chrysler and Son 
R.R.5 

1010 Richmond Street 
Chatham N7M 5J5 
519/352-0486 
Bee-keeping supplies 
2599 


Indoor-Outdoor Woodworking 
16 Elizabeth Street 

Chatham N7L 2Y1 
519/354-8493 

Custom furniture, picnic tables 
2610, 2660 
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Revard’s Sawmill and Builders Supply Co. Ltd. 


Rees 

Chatham N7M 5J3 
519/352-3030 

Pallets, skids, frames, lumber 
2541, 2560 


Windmill Cabinet Shop Ltd. 
225 National Road 

Chatham N7M 5K1 
519/354-4649 

Kitchen cabinets 

2544 


THAMESVILLE 


Chatham Fabrics Ltd. 
Box 310, Highway 2 
Thamesville NOP 2K0 
519/692-3933 
Miscellaneous furniture 
2660 


G. C. Jackman Pallets Ltd. 
5 London Street 
Thamesville NOP 2K0 
519/692-3302 

Pallets, skids, dividers 
2560 


Gypsy Queen Trailer Mfg. Co. Ltd. 
ee 

Thamesville NOP 2K0 
519/692-4897 


Travel trailers, truck campers, motor homes 


2543, 3242 


Thamesville Products Ltd. 
Box 160, Wallace Street 
Thamesville NOP 2K0 
519/692-3963 

Wooden pallets 

2560 


A. B. Welsh 

R.R. 3 

Thamesville NOP 2K0 
519/692-4565 
Lumber 

2541 


TILBURY 


Artistic Kitchens Tilbury Ltd. 
44 Queen Street, North 
Tilbury NOP 2L0 
519/682-1662 

Kitchen cabinets 

2544 


KENT COUNTY (CONT’D) 


WALLACEBURG 


Hillerich & Bradsby Co. Ltd. 

14 Arnold Street 

Wallaceburg N8A 4K7 

519/627-2248 

Golf clubs, baseball bats, hockey sticks 
3931 


Industrial Pallets Ltd. 
Box 153, R.R. 4 
Wallaceburg N8A 4L1 
519/627-4449 

Pallets, boxes, crates 
2560 


Wallaceburg Woodcraft Ltd. 

125 Water Street 

Wallaceburg N8A 2E8 

519/627-4471 

Window frames and sashes, custom kitchen cabinets, 
vanities, custom woodwork 

2541, 2544, 2599 


WHEATLEY 


Nelson Wood Products (1978) Ltd. 
Box 100 

114 Julian Street 

Wheatley NOP 2P0 

519/825-4639 

Pallet, crating 

2560 
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LAMBTON COUNTY 


FOREST THEDFORD 
The Forest Basket Co. Ltd. Verkley’s Woodcraft Ltd. 
Box 520, Wellington St. Box 133, R.R. 1 
Forest NON 1J0 Thedford NOM 2NO 
519/873-2368 519/296-4402 
Fruit and vegetable containers Ice buckets, planters, hassocks, woodenware 
2560 2599, 2610 

WATFORD 
PETROLIA MacDermid Investments Ltd. 
Southern Wood Products Ltd. Box 6, R.R. 8 
Box 190 Watford NOM 2S0 
147 Tank Street 519/876-5380 
Petrolia NON 1RO Pallets 
519/882-2300 2560 
Pallets, crates, skids, millwork Watford Roof Truss Ltd. 
2541, 2560 330 Front Street 


Watford NOM 2S0 
519/876-2612 
SARNIA Roof trusses 


Abbott Boats Ltd. 2943 
1458 London Road 

Sarnia N7S 1P7 

519/542-2771 

Sailboats 

3280 


Bluewater Custom Kitchen Cabinets Ltd. 

467 Campbell Street 

Sarnia N7T 2J1 

519/344-0398 

Kitchen cabinets, vanities, buffets and wall units 
2544, 2610 


Met Woodworking Enterprises Ltd. 
230 Shamrock Street 

Sarnia N7T 2S6 

519/336-5801 

Kitchen cabinets, vanities 

2544 


Pevee Wood Products Ltd. 
162 Water Street 

Sarnia N7T 5T3 
519/344-3562 

Cabinets, general millwork 
2541, 2544 


Sarnia Cabinets Ltd. 

Box 1028 

1321 Plank Road 

Sarnia N7T 7K3 

519/336-6502 

Kitchen cabinets, vanities, millwork, school cabinets 
2541, 2544, 2660 
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ALMONTE 


Karisa Furniture Ltd. 
R.R. 4 

Almonte KOA 1A0 
613/256-1667 


School, office and household furniture, store fixtures 


2610, 2640, 2660 


Pinecraft Ltd. 

Box 74 

7 Mill Street 

Almonte KOA 1A0 
613/256-2010 
Furniture reproductions 
2610 


CARLETON PLACE 


Dutch Canadian Spinning Wheel Co. 


Box 70, R.R. 1 

Carleton Place K7C 3P3 
613/257-2508 

Spinning wheels, reels, yarn reels 
2599 


Nevermar Wood Products Ltd. 
Kenden Industries Division 
Box 310 

150 Mill Street 

Carleton Place KOA 1J0 
613/257-3678 

Panelboard vinyl laminating 
2541 


Niruco Fence Mfg. Ltd. 
R.R. 1 

Carleton Place K7C 1P3 
613/257-1109 

Cedar fencing 

2541 


LANARK 


John Mark Callender Inc. 
RR: 

Lanark KOG 1K0 
613/259-2550 

Custom cabinets 

2544, 2610 


Centennial Truss Fabricators Ltd. 
Box 179 

Lanark KOG 1K0 

613/259-2566 

Roof trusses 

2543 
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LANARK COUNTY 


PERTH 


Han Van Pelt 

AR. 1 

Perth KOG 1A0 

613/267-3232 

Kitchen cabinets, custom furniture 
2544, 2610 


SMITH’S FALLS 


Mason Boats Ltd. 

Box 398, Lombardy Rd. 
Smith’s Falls K7A 414 
613/283-6161 

Power boats 

3280 


Smith’s Falls Pattern Works Ltd. 
Lombard Street 

Smith’s Falls K7A 4G5 
613/283-3466 

Patterns, match plates, models 
2599 


LEEDS & GRENVILLE COUNTIES 


ATHENS 


H. J. Reuvers & Sons Woodworking Ltd. 


Mill Street 

Athens KOE 1B0 
613/924-2004 

Skids, pallets, packing cases 
2560 


BROCKVILLE 


Locke Truss Co. Ltd. 

Box 73, Highway 29 
Brockville K6V 5V1 
613/342-2388 

Roof trusses, farm buildings 
2543 


C. A. MacDonald 
89 Hartley Street 
Brockville K6V 3N4 
613/342-2937 
Picture frames 
2660 


McLean Woodworking Co. 
14 Downey Street 
Brockville K6BV 4H2 
613/345-5588 


Containers, crates, cabinets, switchboard parts 


2544, 2560, 2599 


GANANOQUE 


Andy’s Cabinet Making Ltd. 
92 King St., East 
Gananoque K7G 1G1 
613/382-3846 

Pine furniture 

2610 


Cliffe Craft Ltd. 

185 Mill Street 
Gananoque KOH 1R0 
613/382-2500 
Power boats 

3280 


KEMPTVILLE 


Bart Brown Custom Cabinets 
R.R. 4 

Kemptville KOG 1J0 
613/258-3235 


Kitchen cabinets, vanities, household furniture 


2544, 2610 


Wood Is Good Industries Ltd. 

R.R. 4 

845 Prescott Street 

Kemptville KOG 1J0 

613/258-2672 

Wooden boat components, occasional furniture, 
shelving 

2610, 2660, 3280 


MERRICKVILLE 


Merrickville Woodworkers Ltd. 

Box 387 

Merrickville KOG 1NO 

613/269-3232 

Kitchen cabinets, vanities, custom furniture, lawn 
furniture 

2544, 2610, 2660 


Satellite Truss Ltd. 
Box 397 

Merrickville KOG 1NO 
613/269-3310 

Roof trusses 

2543 


PORTLAND 


Calama Homes Ltd. 
Box 160 

Portland KOG 1V0 
613/272-2895 
Modular homes 
2543 


PRESCOTT 


B. Lawless 

R.R. 4 

Prescott KOE 1T0 
613/925-4072 

Millwork, custom furniture 
2541, 2610 
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LENNOX & ADDINGTON COUNTY 


NAPANEE 


The Gibbard Furniture Shops Ltd. 

88 Dundas St., East 

Napanee KOK 2RO0 

613/354-3331 

Dining room and bedroom furniture, occasional tables 
2610 


Lennox Snow Fence Co. Ltd. 
Box 4, Highway 41 

Napanee KOK 2R0 
613/354-3449 

Snow fencing 

2599 


McBride Lumber Products Ltd. 

G. J. Industries Division 

Box 355 

Napanee K7R 3M4 

613/354-3557 

Insulating glass units, wooden windows 
2541 


Sharpe’s Upholstering Ltd. 
23 Market Square 

Napanee KOK 2RO0 
613/354-5201 

Furniture frames 

2610 


YARKER 


Hugh Fisher, The Woodshop 
General Delivery 

Yarker KOK 3NO 
613/377-6720 

Custom furniture 

2610 
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MIDDLESEX COUNTY 


DORCHESTER KERWOOD 

Fleet-Wood Cabinets Ltd. Katesville Woodcraft 

R.R. 1 R.R. 2 

Dorchester NOL 1G0 Kerwood NOM 2B0 

519/268-7378 519/247-3613 

Kitchen cabinets, vanities Household furniture, office and store fixtures 
2544 2610, 2660 


Gordon’s Custom Woodwork Ltd. 
53 Catherine St., West 


Dorchester NOL 1G0 
519/268-7906 fee as 
Custom-built furniture L & § Cabinets of Komoka Ltd. 
2610 115 Hamilton Street 

: Komoka NOL 1R0 
ae Wood Products Ltd. 519/47 1-5660 , 
Dorchester NOL 1G0 ee kitchen cabinets, vanities 
519/268-7592 
Boxes, pallets, crates Quintus Kitchens & Carpentry Ltd. 
2560 R.R. 4 

Komoka NOL 1R0 

GLANWORTH 519/666-1539 
Nova Craft Canoes Stairs, furniture, cabinets 
Glanworth NOL 1L0 2941, 2544, 2610 


519/685-2347 
Custom-built canoes, recreation racers, freighters 


3280 LAMBETH 
GLENCOE Elgin Lumber and Packaging Corp. Ltd. 
: : Box 837 

ale Woodworking Lambeth NOL 1S0 

oe 519/652-3584 
ee ene MO cea containers, export crating 
Custom kitchen cabinets 
2544 Jemdor Woodcraft Ltd. 

Highway 135 

HYDE PARK Lambeth NOL 1S0 
Pine Mill Mfg. Ltd. 519/652-5091 
Box 110 Laminated doors 
Hyde Park NOM 1Z0 9541 


519/472-8390 


2610 Box 27 
5 James St., West 

Strath Craft Ltd. Lambeth NOL 1S0 

Hyde Park P.O. 519/652-2933 

Hyde Park NOM 1Z0 
Office furniture, china cabinets 

519/471-5410 

‘ 2610, 2640 

Plaques, trophies 

2599 Roes Stair Co. Ltd. 

Wilker Boats Ltd. Talbot Road, North 

Hyde Park NOL 1Z0 Lambeth NOL 1S0 

519/471-1930 519/652-5121 

Custom runabouts, cuddy cabins Stairs and railings 

3280 2541 


149 


MIDDLESEX COUNTY (CONT’D) 
Lambeth (Cont'd) 


Schaefer Cabinets Ltd. Cardinal Kitchens Ltd. 
R.R. 4 R.R. 4, Highway 135 
Lambeth N6A 4B8 London N6A 4B8 
519/652-2081 519/652-3295 
Custom kitchen cabinets, vanities, woodworking Kitchen cabinets, vanities 
2544, 2660 2544 

Continental Cabinet Co. Ltd. 
Dan Scott Cabinets Ltd. 547 Clarke Road 
R.R. 2, Highway 2 London N5V 2E1 
Lambeth NOL 1S0 519/455-3830 
919/652-3401 Custom kitchen cabinets, vanities 
Store fixtures, wood case goods, office and 9544 
poral ts Copp’s Buildall Ltd. 


620 Adelaide St., North 
London N6A 4H9 
LONDON 519/432-3776 
A & S Millwork of London Ltd. Custom commercial and institutional cabinets, kitchen 


Box 6128. Station D cabinets, vanities 


3043 Osler Street 2544, 2660 
London N5V 2Y3 The Craftsman’s Circle Ltd. 
919/453-8651 1700 Dundas St., East 
Millwork London N5W 3C9 
2941 519/455-3650 
Household and commercial furniture 
Art-Craft Kitchens Ltd. 2610, 2660 
580 Horton Street, East ; : 
London N6B 1M7 Decorative Furniture Co. 
519/434-6096 64412 Richmond Street 
Kitchen cabinets, vanities London N6A 3G6 
9544 519/432-0292 
Furniture frames 
Beldman Cabinets Ltd. 2610 
Box 4472, Station C Gudgeon Bros. Ltd. 
875 Florence Street 410 Industrial Road 
London N6A 4L5 London N5V 1T5 
519/451-5460 519/451-3330 
Custom kitchen cabinets, vanities and stairs Patterns 
2541, 2544 9599 
Bolton Cabinetmaking Ltd. House of Kitchens Ltd. 
176 Cathcart Street 1101 Brydge Street 
London N6C 3M4 London N5W 2B5 
519/434-3550 519/451-2230 
Custom kitchen cabinets Custom kitchen cabinets, vanities 
9544 2544 
Robert Hunt Ltd. 
Brandt’s Cabinet Shop Box 5002, Station A 
382 Hamilton Road R.R. 4, Highway 135 
London N5Z 1R5 London N6A 4B8 
519/432-3020 519/681-2660 
Furniture reproductions and repairs Windows, doors 
2610 2541 
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MIDDLESEX COUNTY (CONT’D) 


London (Cont'd) 


Hutton’s Custom Woodwork Ltd. 
Box 4071 

431 Egerton Street 

London N5W 5G9 
519/451-4290 


Merchandising displays, custom office furniture, 


custom woodwork 
2640, 2660 


Jayden Products Ltd. 
317 Adelaide St., South 
London N5Z 3L4 
519/686-7000 


Office, school and institutional furniture 


2640, 2660 


Job-Site Custom Coach Ltd. 
875 Florence Street 

London N5W 5J5 
519/451-7230 

Commercial office trailers 
2543 


Gabriel Kney & Co. Ltd. 
137 Falcon Street 
London N5W 422 
519/451-5310 

Pipe organs 

3994 

Lamply Mfg. Inc. 
Box 6272, Station D 
London N5V 2Y8 
519/453-7040 
Decorative laminates 
2599 


London Laminates Ltd. 

1069 Margaret Street 

London N5W 2J9 

519/451-2150 

Post-formed counter tops, vanities 
2541 


London Roof Truss Ltd. 
R.R. 4, Highway 135 
London N6A 4B8 
519/681-0470 

Roof trusses 

2543 


London Venetian Blind Mfg. Lta. 
Box 721 

483 Richmond Street 

London N6A 4Y8 

519/432-7505 


Bamboo drapes, roll-up shades and woven wood 


Roman shades 
2599 


Michaels Furniture Mfg. Ltd. 
920 Dufferin Street 

London N5W 3P2 
519/439-2253 

Custom household furniture 
2610 


Don Mossman Cabinets & Renovations 
RR: 7 

London N6A 4C2 

519/681-2480 

Custom woodwork, furniture restorations 
2610, 2660 


Parke Woodwork Ltd. 

514 Pall Mall Street 

London N5Y 226 

519/432-5186 

Windows and doors, patio doors, custom moldings, 
millwork 

2541 


Pataan Enterprises Ltd. 
Box 7041, Station E 
London N5Y 4J9 
519/672-3900 

Wooden crates and pallets 
2560 


Perez Custom Woodworking 

558 Horton Street 

London N6B 1M7 

519/433-7776 

Custom cabinets, vanities, custom woodwork 
2541, 2660 


Phillmore Enterprises Ltd. 
AiRe-s 

London N6A 4B7 
519/471-3707 

Patio furniture 

2660 


Picture Craft Ltd. 

791 Wharncliffe Road, South 
London N6J 2N8 
519/686-4676 

Picture frames 

2660 


Proto-Mould Ltd. 

130 Oakland Avenue 
London N5W 4H6 
519/452-1721 

Foundry patterns and molds 
2599 


MIDDLESEX COUNTY (CONT’D) 


London (Cont'd) 
Randall Furniture Mfg. Ltd. STRATHROY 
19 Marmora Street Colony Cabinets Ltd. 
London N5Z 124 Box 10 
919/438-0591 141 Metcalfe St., West 
Living room furniture Strathroy N7G 3u1 
2610 519/245-3763 
Richards-Wilcox of Canada Ltd. Kitchen cabinets, vanities 
Box 5060 2544 
2 Terrace Street 
London N6A 4M4 Firan-Glendale Corp. 
919/432-1811 Recreational Vehicles Division 
Industrial and commercial swing and sliding doors, 145 Queen Street 
sectional overhead doors, roll-up wood shutter doors Strathroy N7G 3J6 
2541 919/245-1600 
Rich-Wood Kitchens Ltd. Travel trailers 
211 Ashland Avenue 2543, 3242 
London N5W 4E3 a ; 
519/451-0880 Philips Electronics Ltd. 
Kitchen cabinets, vanities Strathroy Furniture Division 
9544 56 Canaan Street 
Strathroy N7G 1L8 
Kurt Scheib Construction 519 BnCOX EA 
938 Adelaide Street T.V. and hi-fi cabinets 
London N6B 3J4 
519/439-9221 eC agee) 
Custom cabinets, household furniture Powell Woodworking Inc. 
2944, 2610 309 High Street 
U.C.M. Millwork Ltd. Strathroy N7G 3J2 
1688 Evangeline Street 519/245-3580 | 
London N5W 3G7 Window sashes, wooden stairs, sliding doors, custom 
519/451-2880 millwork 
Architectural woodwork 2041 
si G.C. Russell | i 
Velvet Touch of London sides meusinies Ltd: 
Box 40 
875 Florence Street 
155 High Street 
London N5W 3Z8 
Strathroy N7G 3J1 
919/451-2215 519/245-3443 
Display cases Factory-built homes 
2660 2543 
mits Hans Sandker Ltd. 
Gebel Cabinets Ltd. 79 Thomas Street 
Highway 4 Strathroy N7G 272 
Lucan NOM 2J0 519/245-1922 
919/227-4431 Custom residential, store and church furniture 
Kitchen cabinets, vanities, custom millwork 2610, 2660 
2541, 2544 
Kaschper Racing Shells Ltd. Thyssen Trailers 
Box 40 R.R. 5, Highway 81, North 
Lucan NOM 2J0 Strathroy N7G 3H6 
519/227-4652 519/245-1183 
Racing shells, rowing equipment Industrial and agricultural trailers 
3994 2543 
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MIDDLESEX COUNTY (CONT’D) 
Strathroy (Cont'd) 


Wright Assemblies Ltd. 
Box 5002 

134 Caradoc Street 
Strathroy N7G 3J5 
519/245-2340 

Store shelving, fixtures 
2660 


THORNDALE 


Canwinko Ltd. 

Thorndale Roof Truss Division 
Box 69, R.R. 2 

Thorndale NOM 2T0 
519/461-0130 

Roof trusses 

2543 


Weber Cabinets Ltd. 
R.R. 2, Concession 5 
Thorndale NOM 2P0 
519/461-0781 

Kitchen cabinets, vanities 
2544 
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NORTHUMBERLAND COUNTY 


BRIGHTON 


Canada Case Co. Ltd. 
Box 10 

146 Prince Edward Street 
Brighton KOK 1HO 
613/475-1398 

Milk cases, tote boxes 
2560 


G. & K. Carpentry 

R.R. 3 

Brighton KOK 1HO 

613/475-2623 

Kitchen cabinets, custom-built furniture 
2544, 2610 


D. Knox Woodworking 
RRe7 

Brighton KOK 1HO 
613/397-3022 

Pine furniture 

2610 


Albert Whitehorse 

R.R.3 

Brighton KOK 1HO 
613/475-2159 

Custom sawmilling and planing 
2541 


CAMPBELLFORD 


E.R. Merrill Holdings Ltd. 
Box 1412, Highway 30, North 
Campbellford KOL 1L0 
705/653-2464 

Pallets and skids 

2560 


Paul H. Simpkin Cabinet Co. Ltd. 

Simpkin Wood Mfg. Division 

Box 309, Trent Drive 

Campbellford KOL 1L0 

705/653-3785 

Stair treads, risers and stringers, moldings, furniture 
parts 

2541 


COBOURG 


Beatrice International (Canada) Ltd. 
Pyramid Homes Division 

Box 61, 840 Division Street 

Cobourg K9A 4K3 

416/372-6823 

Mobile and sectional homes 

2543 


Curtis Products Ltd. 
Box 2011 

495 Ball Street 
Cobourg K9A 4P9 
416/372-2184 
Office furniture 
2640 


Spoolon Mfg. Ltd. 
Box 755 

750 Division Street 
Cobourg K9A 4M5 
416/372-6611 


Plywood and metal reels and spools 


2599 


Winchester-Western (Canada) Ltd. 


Box 2007, Brook Road, North 
Cobourg K9A 4M1 
416/372-6851 

Gunstocks 

2599 


COLBORNE 


T. Everden 

hvRe 2 

Colborne KOK 1S0 
416/355-3133 


Boxes for plants and fruits, crates, ladders 


2560, 2599 


FRASERVILLE 


G. J. Brack Creations Ltd. 
The Squire Shop Division 
PRs 1 

Fraserville KOL 1V0 
416/748-2311 

Custom furniture 

2610 


GORES LANDING 


Robert Adams & Sons Ltd. 
Gores Landing KOK 2E0 
416/342-5781 

Kitchen cabinets, vanities 
2544 


HASTINGS 


Canadian Pine Shop 
R.R. 2 

Hastings KOL 1Y0 
705/696-2108 

Pine furniture, custom woodwork 
2541, 2610 
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NORTHUMBERLAND COUNTY (CONT’D) 


WARKWORTH 


Colonist Homes Ltd. 
Warkworth KOK 3K0 
705/924-2700 
Custom-built homes 
2543 


Warkworth Lumber Co. Ltd. 
Warkworth KOK 3K0 
705/924-2420 


Prefabricated buildings, kitchen cabinets, roof 


trusses, millwork 
2541, 2543, 2544 


OXFORD COUNTY 


BURGESSVILLE 


Glen Williams 

RAR! 

Burgessville NOJ 1C0 
519/424-9795 

Pallets, axe handles, lumber 
2560, 2592 


INGERSOLL 


Central Supply Depot 

Box 248 

269 Ingersoll St., South 

Ingersoll N5C 3K5 

519/485-4830 

Wooden plaques and bases for trophies 
2660 


Ingersoll Casket Co. Ltd. 
195 Thames St., South 
Ingersoll N5C 2T6 
519/485-2950 

Coffins and caskets 

2580 


M. & M. Pallets Ltd. 
253 Kensington Avenue 
Ingersoll N5C 2B4 
519/485-0106 

Pallets 

2560 


Cecil Vyse 

156 Cherry Street 

Ingersoll N5C 1H9 

519/485-2103 

Custom-made, hand-carved period furniture; 
grandfather clocks 

2610 


NORWICH 


Henderson Recreation Equipment Ltd. 

Box 10; Main Street West 

Norwich NOJ 1P0 

519/863-3448 

Playground equipment, bleachers, picnic tables, 
benches 

2599, 3931 
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OXFORD COUNTY (CONT’D) 


Norwich (Cont'd) 


West, Taylor, Bickle and Co. Ltd. 

Box 430; Main Street West 

Norwich NOJ 1P0 

519/863-2333 

Brooms, curling brooms, whisks, mops 
2599 


OTTERVILLE 


Lloyd Smith Sales 
R.R. 1 

Otterville NOJ 1RO 
519/842-2530 
Picnic tables 

2660 


TILLSONBURG 


Lawrence Woodworking 

AB 

Tillsonburg N4G 4G8 
519/842-4882 

Pine and redwood patio furniture 
2610 


Livingston Industries Ltd. 

264 Tillson Avenue 

Tillsonburg N4G 3B6 
519/842-4211 

Containers, boxes, crates, millwork 
2541, 2560 


WOODSTOCK 


Bentlea Holding Corp. 

Huron Pallet & Box Co. Division 
Box 937 

1200 Parkinson Road 
Woodstock N4S 8A3 
519/537-6865 

Skids, pallets, boxes, crates 
2560 


McKinney Lumber Co. Ltd. 
Box 95 

95 Norwich Avenue 
Woodstock N4S 7W6 
519/539-5671 

Custom cabinets, window sash 
2541, 2544 


Principal Pipe Organs Co. 
Box 502 

655 Canterbury Street 
Woodstock N48 7Z2 
519/539-9946 

Pipe organs 

3994 


Veneercraft Ltd. 

Box 624 

430 Clarke St., South 
Woodstock N4S 725 

519/539-3661 

Spliced veneer faces 

2599 


M.R. Willits & Associates 

Box 213 

195 Winnett Street 

Woodstock N4S 7W5 

519/539-1555 

Surveyors stakes, wheel chucks, wedges, spacers and 
skids 

2560, 2599 
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PERTH COUNTY 


GADS HILL 


L. W. Lang Enterprises 

Gads Hill NOK 1J0 

519/273-0499 

Architectural millwork, renovations 
2660 


LISTOWEL 


The Andrew Malcolm Furniture Co. Ltd. 
275 Elma St., West 

Listowel N4W 1V7 

519/291-1240 

Dining room and bedroom furniture 
2610 


Thos. J. Moffat 

507 Main St., West 

Listowel N4W 1A9 

519/291-2744 

Colonial accessories, gun racks, shelves, magazine 
stands, sewing baskets, wall clocks 

2610, 2660 


Thompson Truss Systems Inc. 
R.R. 3 

Listowel N4W 3G8 
519/291-3355 

Roof trusses 

2543 


Tralee Kitchens Ltd. 

R.R. 3 

Listowel N4W 3G8 
519/291-1790 

Kitchen cabinets and vanities 
2544 


MILVERTON 


Electrohome Ltd. 
37 Pacific Avenue 
Milverton NOK 1M0O 
519/595-4981 
Occasional tables 
2610 


MITCHELL 


R.J. Dungey & Sons Ltd. 
Box 460 

175 Georgina Street 

Mitchell NOK 1NO 
519/348-8801 

Pallets and hardwood lumber 
2560 


Morello Mfg. Co. Ltd. 
Box 359 

48 Wellington Street 
Mitchell NOK 1NO 
519/348-8993 

Pallets 

2560 


STRATFORD 


B & G Sulky Shaft Ltd. 

Box 253 

175 King Street 

Stratford N5A 671 
519/273-2400 

Racing cart and sulky shafts 
2599 


Flexsteel Fine Furniture Ltd. 
Box 872 

559 Douro Street 

Stratford N5A 6W3 
519/271-8431 

Upholstered furniture 

2610 


Kroehler Mfg. Co. Ltd. 

Box 370 

552 Ontario Street 

Stratford N5A 614 

519/271-2340 

Bedroom and living room furniture 
2610 


Krug Furniture Inc. 

Box 576 

93 Trinity Street 

Stratford N5A 617 

519/271-0360 

Household, contract and institutional furniture 
2610, 2660 


Lang Enterprises Ltd. 

687 Devon Street 

Stratford N4Z 1A6 
519/273-0499 

Custom cupboards and stairs 
2541, 2544 


Rodwell Mfg. Co. 

90 Erie Street 
Stratford NSA 2M4 
519/271-6032 
Custom woodworking 
2660 
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PERTH COUNTY (CONT’D) 


TAVISTOCK 


Roy-Lyn Cabinets Ltd. 
93 Decew Street 
Tavistock NOB 2R0 
519/655-2980 

Kitchen cabinets 

2544 


PETERBOROUGH COUNTY 


FRASERVILLE 


G.J. Brack Creations Ltd. 
RRA 

Fraserville KOL 1VO 
705/748-2311 
Custom-built furniture 
2610 


LAKEFIELD 


Kingdom Lumber Ltd. 
Deyncourt Street 
Lakefield KOL 2HO 
705/652-3361 

Roof trusses 

2543 


NORWOOD 


Chaldry Woodworking 

Awe 

Norwood KOL 2V0 

705/639-5841 

Hardwood furniture, woodturning 
2592, 2610 


Coughlin Forest Products Ltd. 
R.R.3 

Norwood KOL 2V0 
705/639-5929 

Pallets, crates, skids, lumber 
2560 


PETERBOROUGH 


Art Craft Cabinets Ltd. 

655 Queensway, Unit 13 

Peterborough K9J 7M1 

705/748-4558 

Kitchen cabinets, vanities, china cabinets 
2544, 2610 


Briggs Originals Inc. 

FARdo 

Peterborough K9V 6X6 

705/745-7411 

Rustic Canadian household, cottage, recreational 
furnishings and accessories 

2610 


C. & A. Woodwork Ltd. 

R.R. 3 

Peterborough K9J 6X4 
705/742-0387 

Custom architectural millwork 
2541, 2660 


Harran Boat Builders & Repair Ltd. 
75 Hunter St., East 

Peterborough K9H 1G4 
705/745-5925 

Boat builders, repairs 

3280 


Heritage Pine Ltd. 
R.R.7 

Peterborough K9J 6X2 
705/743-2431 

Pine furniture 

2610 
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PETERBOROUGH COUNTY (CONT’D) 
Peterborough (Cont'd) 


Ivey Trailers Ltd. 

Box 1132 

R.R. 1, Chemong Road 

Peterborough K9J 7A9 

705/745-2852 

Commercial, office, bunkhouse, kitchen-diner and 
display trailers, portable buildings, truck campers, 
house boats 

2543, 3280 


Johnston Woodworking 
R.R. 10 

Peterborough K9J 6Y2 
705/742-2308 

Custom millwork, windows 
2541 


Lucky Strike Bait Works Ltd. 
505 Sherbrooke Street 
Peterborough K9J 2P2 
705/743-3849 

Fishing lures 

3994 


Otonabee Custom Woodworking Ltd. 
R.R.6 

Peterborough K9J 6X7 
705/742-6905 

Household furniture 

2610 


Payne Sash & Door Ltd. 
R.R. 2 

Peterborough K9J 6X3 
705/742-6970 


Custom kitchen cabinets, vanities, window frames and 


sashes, doors, stairs 
2541, 2544 


Peterborough Lumber Ltd. 

Box 929 

898 Monaghan Road 

Peterborough K9J 7A6 
705/743-9723 

Kitchen cabinets, vanities, millwork 
2541, 2544 


Peterborough Sulky Ltd. 
R.R.9 

Peterborough K9J 6Y1 
705/742-6903 

Sulky, jog carts and shafts 
2599 


Trent Timber Treating Inc. 
Box 1766 

321 Lansdowne St., East 
Peterborough K9J 7X9 
705/745-3223 
Pressure-treated lumber 
2543 


Whitler Crafts Ltd. 

R.R. 4 

Junction, Hwys. 28 and 507 
Peterborough K9J 6X5 
705/652-7781 

Custom cabinets, woodwork 
2610, 2660 


Woodarts Ltd. 

241 Dublin Street 
Peterborough K9H 3B9 
705/743-6493 


Custom-built commercial cabinets 


2640 
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PRESCOTT AND RUSSELL COUNTIES 


CASSELMAN 


Casselman Woodcraft Co. 

39 Montcalm St. 

Casselman KOA 1MO 
613/764-2059 

Kitchen cabinets, desks, tables 
2544, 2610 


L.P. Ebenisterie Woodworking 
30 Racine St. 

Casselman KOA 1M0 
613/764-2056 

Cabinets and household furniture 
2544, 2610 


Leo Groulx Mfg. Ltd. 
St. Joseph St. 
Casselman KOA 1MO 
613/764-2956 
Sashes and doors 
2541 


EMBRUN 


Henri d’Aoust Lumber Ltd. 
Notre Dame St. 

Embrun KOA 1W0 
613/443-2864 

Roof trusses 

2543 


HAWKESBURY 


Germain Desjardins Const. Ltd. 
Box 8 

975 Cameron St. 

Hawkesbury K6A 2R4 
613/632-3644 

Windows 

2541 


H.E. Deslauriers Co. Ltd. 
Box 127 

Vankleek Hill Road 
Hawkesbury K6A 2R8 
613/632-3501 

Windows, doors, mouldings 
2541 


Interline Furniture Ltd. 
1250 Tessier St. 
Hawkesbury K6A 1P5 
613/632-8506 

Wall units 

2610 


Klapka Woodwork Reg’d 
Box 64 

1128 Vankleek Hill Rd. 
Hawkesbury K6A 2R4 
613/632-6822 

Early Canadian pine furniture 
2610 


ST. ISIDORE DE PRESCOTT 


Dalmen Products Ltd. 

Box 119 

St. Isidore de Prescott KOC 2B0 
613/524-2268 

Windows and doors 

2541 


J.R. Menard Ltd. 

Box 10 

Ranger Street 

St. Isidore de Prescott KOC 2B0 
613/524-2885 

Doors, windows, roof trusses 
2541, 2543 
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PRINCE EDWARD COUNTY 


BLOOMFIELD 


Cooper Lumber Ltd. 
Box 173 

Bloomfield KOK 1G0 
613/393-2810 
Pallets 

2560 


DEMORESTVILLE 


Baycrest Lodge, Marina & Yard 

Big Island 

Demorestville KOK 1W0 

613/476-5357 

Ship steering wheels, boats, ornamental ship wheels 
2599, 3280 


PICTON 


Five-Lite Industries Ltd. 
Box 690 

Picton KOK 2T0 
613/476-4068 

Kitchen cabinets, caskets 
2544, 2580 


Raymond Mcintosh Boat Works 
R.R. 2, Milford 

11 York Street 

Picton KOK 2P0 

613/476-7151 

Boat builders 

3280 


Teno’s Wood Products Ltd. 
Box 2180 

Picton KOK 2T0 
613/476-6243 

Kitchen cabinets 

2544 


Twilight Industries Ltd. 

Loch Sloy Industrial Park 

Picton KOK 2T0 

613/476-5353 

Wooden caskets, kitchen cabinets, vanities 
2544, 2580 
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RENFREW COUNTY 


ARNPRIOR 


A. F. Campbell & Son Ltd. 
Box 10 

120 Daniel St., South 
Arnprior K7S 2L7 
613/623-3141 

Custom millwork, caskets 
2541, 2580 


Arnprior Builders Supplies Ltd. 
91 McLachlin Street 

Arnprior K7S 2Y4 
613/623-4791 

Millwork 

2541 


E. & H. Millwork Ltd. 
R.R. 2 

Arnprior K7S 3G8 
613/623-7560 
Custom cabinets 
2544 


Murdoch’s Wood Products Ltd. 

50 Poole Street 

Arnprior K7S 1V2 

613/623-3967 

Sashes, doors, frames, stairs, kitchen cabinets 
2541, 2544 


Robbillard Custom Cabinets & Stairs Ltd. 
Highway 17, East 

Arnprior K7S 1H1 

613/623-5285 

Cabinets, shelves, stairs 

2541, 2544 


Scheel Windows Ltd. 

Box 97 

210 Madawaska Blvd. 
Arnprior K7S 3H2 
613/623-2909 

Sashless casement windows 
2541 


Leo Vermette Woodworking 
19 Burwash Street 

Arnprior K7S 1V1 
613/623-5098 

Cabinets, woodworking 
2541, 2544 


BARRY’S BAY 


3-D Graphics Ltd. 

Box 449 

Barry’s Bay KOJ 1B0 
613/756-3502 

Engraved wood signs, name plates 
2599 

Madawaska Wood Products Ltd. 
Box 938 

16 Conway Street 

Barry’s Bay KOJ 1B0 
613/756-3011 

Cedar doors 

2541 


BRAESIDE 


Consolidated-Bathurst Inc. 

Wood Products Group 

Braeside KOA 1G0 

613/623-4211 

Moldings, panelling, siding, lumber, sawdust, 
shavings 

2541 


COBDEN 


A. A. Schauer & Son 
Box 94 

Cobden KOJ 1KO 
613/646-2033 
Millwork 

2541 


DEEP RIVER 


Paul Fairfield Construction Ltd. 
Box 1107 

25 Highway 17, West 

Deep River KOJ 1P0 
613/584-4652 

Kitchen cabinets, vanities 

2544 


EGANVILLE 


M. W. Miller & Sons Ltd. 
Box 669, John Street 
Eganville KOJ 110 
613/628-2603 

Lumber and cedar posts 
2599 


R. J. Reinke & Sons Ltd. 

Box 519 

Eganville KOJ 1T0 

613/628-2408 

Moldings, windows, kitchen cabinets 
2541, 2544 
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RENFREW COUNTY (CONT’D) 
Eganville (Cont’d) 


Snell’s Cedar Products Ltd. 

Rak. 2 

Eganville KOJ 1T0 

613/628-2425 

Rustic fencing, picnic tables, dock timbers 
2599 


FOYMOUNT 


Creative Design Ltd. 
Foymount KOJ 1W0 
613/754-2101 
Household furniture 
2610 


Foymount Industries Ltd. 

2 Janet Road 

Foymount KOJ 1W0 

613/754-2139 

Mobile homes, caskets, rough boxes 
2543, 2560, 2580 


PEMBROKE 


Boire & Verch Construction Ltd. 
650 Jean Avenue 

Pembroke K8A 5H9 
613/732-9874 

Kitchen cabinets, pallets 

2544. 2560 


Eddy Match Co. Ltd. 
Canadian Splint Division 
Box 70 

1270 Pembroke St., West 
Pembroke K8A 6X1 
613/732-3608 

Wood and paper matches 
2599 


House of Wood (Pembroke) Ltd. 
R.R. 7 

Pembroke K8A 6W8 
613/735-0071 

Kitchen cabinets, vanities 

2544 


James C. Stitchman 
1130 Pembroke St., West 
Pembroke K8A 5R5 
613/732-8212 

Kitchen cabinets 

2544 


RENFREW 


Stewart Hartshorn Ltd. 

Box 128 

555 Hall Ave. 

Renfrew K7V 4A3 

613/432-3667 

Wood-window shade rollers and accessories, 
loom-crafted woven wood shades, folding doors, 
room dividers 

2541, 2599 
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SIMCOE COUNTY 


ALLISTON 


Bon-A-Wood Industries Ltd. 
Box 1580 

250 Victoria Street 

Alliston LOM 1A0 
705/435-9400 


Printers’ supplies, mounting wood, cutting sticks, 


printer’s furniture, drafting tables 
2599, 2660 


Brendaris Woodcrafts Ltd. 

49 Victoria St., West 

Alliston LOM 1A0 
705/435-5208 

Pine and oak furniture, novelties 
2599, 2610 


Diamond Wood Products Ltd. 
Box 28 

47 Victoria St., East 

Alliston LOM 1A0 
705/435-6223 

Caskets, wood specialties 
2580, 2599 


Ron Wilson Woodworking Ltd. 
Box 402 

77 Tupper St., West 

Alliston LOM 1A0 
705/435-6000 


Custom school furniture, kitchen cabinets, 


woodworking 
2544, 2660 


BARRIE 


Canadian Craftsman Furniture Ltd. 
Box. 7/2, R.R.3 

451 Bayfield Street 

Barrie L4M 4S9 

705/728-7451 

Cabinet work, pine household furniture 
2610 


Canadian Fillers Ltd. 
316 Bayview Drive 
Barrie L4N 4Y8 
705/726-0283 

Wood flour 

2599 


Canadian Wire Brush Co. 
25 Morrow Road 

Barrie L4N 3V7 
705/726-1807 

Wire brushes 

2599 


Hardy-Glenwood Products Ltd. 

128 Brock Street 

Barrie L4N 2M2 

705/726-0661 

Laminated serving trays, woodenware 
2599 


Maurice Miller Lumber Ltd. 
R.R. 2, Highway 90 

Barrie L4M 4$4 
705/728-5712 

Poles, piling, posts 

2543 


Moldex Ltd. 

316 Bayview Drive 
Barrie L4N 4Y8 
705/881-0432 
Toilet seats 

2599 


Progressive Wood Design Ltd. 
Box 753 

Barrie L4M 4Y5 

705/726-3379 

Kitchen cabinets, vanities, custom furniture 
2544, 2610 


Jim Walter Bldg. Products Ltd. 
31 Patterson Road 

Barrie L4N 3V9 

705/737-2210 

Cabinets and vanities 

2544 


BEETON 


Hefline Industries Ltd. 

R.R. 1 

Beeton LOG 1A0 

705/729-2110 

Custom commercial woodworking 
2660 


Krupp Woodworking Ltd. 

Box 133 

113 Centre Street 

Beeton LOG 1A0 

416/729-2453 

Kitchen cabinets, windows, store fixtures 
2541, 2544, 2660 
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SIMCOE COUNTY (CONT’D) 


BRADFORD 


Adian Materials Handling Ltd. 
Box 189 

33 William Street 

Bradford LOG 1C0 
416/775-6652 

Pallets and crates 

2560 


Corneau & Sons Pallet & Box Co. 
R.R.2 

Bradford LOG 1C0 

416/775-2463 

Pallet boxes, skids 

2560 


COLDWATER 


H. R. Deyman 

Box 412 

Coldwater LOK 1£0 
705/686-7491 

Cedar roofing, lawn furniture 
2599, 2660 


COLLINGWOOD 


Carisbrook Crawford Ltd. 
190 Balsam Street 
Collingwood LOY 3Y6 
705/445-1360 

Household furniture 
2610 


Collingwood Cabinet & Millwork Ltd. 
14 Mountain Road 

Collingwood L9Y 324 

705/445-1741 

Kitchen cabinets 

2544 


Collingwood Home Service & Woodworking 
100 Mountain Rd., Unit 6 

Collingwood L9Y 4B2 

705/445-8633 

Display cabinets 

2660 


Don Gill Custom Cabinet-Making Ltd. 
R.R. 3 

Collingwood L9Y 322 

705/445-4757 

Kitchen cabinets, vanities 

2544 


Kaufman Furniture Ltd. 

Balsam Street 

Collingwood L9Y 3Y7 

705/445-6000 

Bedroom and dining room furniture, occasional 
tables, accessories 

2610 


Menelly Carpentry & Electric Ltd. 

R.R. 2 

Collingwood L9Y 321 

705/445-0936 

Kitchen cabinets, vanities, custom furniture 
2544, 2610 


Mulholland Wood Milling Co. 

es Pe 

Collingwood L9Y 321 

705/445-5691 

Window frames and sashes, door frames, general 
millwork 

8541 


Q-C. Mfg. Ltd. 

190 Balsam Street 
Collingwood L9Y 3Y6 
705/445-1360 

Hassocks, outdoor furniture 
2610 


T.D. Snow & Son Ltd. 
8 Stewart Road 
Collingwood L9Y 4K1 
705/445-5501 

Roof and floor trusses 
2543 


COOKSTOWN 


J. F. Woodworks Ltd. 

R.R. 5 

Cookstown LOL 1L0 

705/458-9386 

Custom kitchen cabinets, pine furniture 
2544, 2610 


KESWICK 


Brouwer Wood Products Ltd. 
R.R. 1 

Keswick L4P 3C8 
416/476-3422 

Pallets, skids 

2560 
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SIMCOE COUNTY (CONT’D) 
Keswick (Cont'd) 


E.A. Calton Enterprises Ltd. 

The Woodworker 

R.R. 1 

Keswick L4P 3C8 

416/476-5545 

Fireplace mantels, kitchen cupboards, custom 
woodwork 

2541, 2544 


MIDLAND 


Walter Blythe 

655 Montreal Street 

Midland L4R 1G3 
705/526-9855 

Cabinets and custom furniture 
2544, 2610 


Furnitex Corp. Ltd. 

Box 158 

201 Bay Street 

Midland L4R 4K8 

705/526-2564 

Unfinished and finished household furniture 
2610 


Midland Planing Mills Ltd. 
200 Third Street 

Midland L4R 4kK6 
705/526-2264 

Custom millwork 

2541 


ORILLIA 


Guy Arsenault Carpentry 
49 Second Street 

Orillia L3V 4B3 
705/326-6266 

Kitchen cabinets, vanities 
2544 


Bass Lake Lumber & Molding Co. 

Box 311, R.R. 2 

Orillia L8V 6J6 

705/326-3571 

Truck body components, dimension stock 
2542 


The Canada Wood Specialty Co. Ltd. 
Box 458 

300 West St., South 

Orillia LV 4R8 

705/326-3523 


Crossley Patterns Ltd. 
Box 100 

50 James Street 
Orillia L3V 6H9 
705/326-6246 
Foundry patterns 
2599 


Groome Woodworking Ltd. 
28 Argyle Avenue 

Orillia L8V 2V6 
705/325-5259 

Custom woodworking 
2542 


Trophy Designs Ltd. 

Box 492 

601 West St., South 

Orillia LV 6K2 

705/326-9711 

Trophy bases, plaques, gift items 
2599 


PENETANGUISHENE 


Grew Corp. 

Boat Division 

Box 760 

Penetanguishene LOK 1P0 
705/549-7415 

Boats and pleasure crafts 
3280 


Ovila Desroches 

RAZ 

Penetanguishene LOK 1P0 
705/533-2676 

Boxes, pallets 

2560 


Marcelville Antiques & Reproductions 


Box 479, Highway 27 
Penetanguishene LOK 1P0 
705/549-7104 

Pine furniture 

2610 


The Woodshop Inc. 
Rife 
Penetanguishene LOK 1P0 


Filter parts, hardwood dowels, tapered wood legs, 705/533-3280 
turnings, chopping blocks Custom kitchen cabinets, woodworking 
2592, 2599 2544, 2599 
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SIMCOE COUNTY (CONT’D) 
PERKINSFIELD 


Emery Dubeau Custom Carpentry Inc. 


Perkinsfield L2J 2J0 
705/526-8085 
Custom cabinets 
2544 


Andrew J. Maheu Boats Ltd. 
Box 249 

Perkinsfield LOL 2J0 
705/526-4334 

Boats, truck cabs, cutlers 
3242, 3280 


PORT MCNICOLL 


Superior Sailboats Ltd. 
Third Avenue 

Port McNicoll LOK 1R0 
705/534-7741 
Custom-built sailboats 
3280 


SINGHAMPTON 


Woodpecker’s Shop 
General Delivery 
Singhampton NOC 1M0O 
705/445-0139 

Custom household furniture 
2610 


STAYNOR 


Willy’s Kitchens & Woodwork 
wanes 

Staynor LOM 1S0 
705/429-3880 

Kitchen cabinets, vanities 
2544 


THORNTON 


Stroud Wood Products Ltd. 
R.R. 1 

Thornton LOL 2NO 
705/436-1211 

Pallets, boxes, crates 

2560 


VICTORIA HARBOUR 


Kaeper Furniture Ltd. 

R.R. 1 

Victoria Harbour LOK 2A0 
705/534-3311 

Custom household furniture 
2610 
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STORMONT, DUNDAS & GLENGARRY COUNTIES 


ALEXANDRIA 


Alexandria Sash & Door Co. Ltd. 
Box 280 

95 Lochiel St., East 

Alexandria KOC 1A0 
613/525-2784 

Wood moldings, interior trim 
2541, 2592 


A. & T. Lamb Inc. 
R.R. #2 
Alexandria KOC 1A0 
613/525-3331 
Wooden chair parts 
2599 


Pattyn Sash and Door 
119 Bishop St. 
Alexandria KOC 1A0 
613/525-2669 

Sashes and doors 
2541 


BOURGET 


Louis |’Artisan 

26 Lavigne St. 

Bourget KOA 1E0 

613/487-2264 

Kitchen cabinets, custom-built furniture 
2544, 2610 


CORNWALL 


Beaver Lumber Ltd. 
812 Pitt Street 
Cornwall K6J 3S3 
613/933-3541 
Millwork 

2541 


Cornwall Roof Truss Ltd. 
900 Boundary Road 
Cornwall K6H 5S7 
613/932-1416 

Roof trusses 

2543 


Helko Systems Furniture Inc. 
206-11th Street, West 
Cornwall K6J 3B2 
613/938-0492 

Office furniture 

2640 


Heritage Kitchen & Furniture Ltd. 
360 Balmoral Avenue 

Cornwall K6H 6K1 

613/933-6544 

Room dividers 

2541, 2660 


Karl Gutman Inc. 

Box 1569 

605 Education Rd. 

Cornwall K6H 5V6 

613/932-0108 

Office furniture, electronic teaching systems 
2660, 2640 


Lynie Furniture Ltd. 
150 Edward St. 
Cornwall K6H 4G9 
613/938-9799 
Occasional chairs 
2610 


Mohawk St. Regis Lacrosse Ltd. 
Box 493 

Cornwall Island Indian Reserve 
Cornwall K6H 5S7 
613/933-3815 

Lacrosse sticks 

3931 


Precision Mfg. Inc. 
117 William Street 
Cornwall H6H 1H5 
613/933-6260 

Wooden office furniture 
2640 


Source Industries 

Box 476 

111 William Street 

Cornwall K6H 5T2 
613/932-5300 

Pallets, skids, pine furniture 
2560, 2610 


Travelite Trailers Ltd. 

Box 134 

Cornwall K6H 5S7 

613/931-1006 

Travel trailers, 5th-wheel travel trailers and 
commercial office units 

2543, 3242 
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STORMONT, DUNDAS AND GLENGARRY COUNTIES (CONT’D) 


CRYSLER 


J.R. Leduc Ltd. 

Box 7 

Crysler KOA 1RO0 

613/987-2925 

Custom millwork, kitchen cabinets, window sashes, 
stairs 

2541, 2544 


IROQUOIS 


Iroquois Enterprises 

Box 218 

382 Dundas Street 

Iroquois KOE 1KO 
613/652-4854 

Pallets, boxes, woodworking 
2560 


LONG SAULT 


Lunenburg Industries Ltd. 
R.R. #1 

Long Sault KOC 1P0 
613/534-2082 

Pallets and skids 

2560 


MOOSE CREEK 


Emile Ouimet 

Box 77 

Moose Creek KOC 1W0 
613/538-2388 

Doors, window sashes 
2541 


MOREWOOD 


Claude’s Mfg. & Upholstering Reg’d 
Box 92 

Morewood KOA 2R0 

613/448-2233 

Furniture and upholstering 

2610 


Dutch Craft Kitchens Ltd. 
Box 10 

Morewood KOA 2R0 
613/448-2629 

Kitchen cabinets and vanities 
2544 


Dutch Sash & Door Co. Ltd. 
Box 10 

Morewood KOA 2R0 
613/448-2629 
Windows, doors, stairs 
2541 


Morewood Homes Ltd. 
Box 10 

Morewood KOA 2R0 
613/448-2911 
Factory-built homes 
2543 


WILLIAMSBURG 


Prost Cedar Products Ltd. 
R.R. #2 

Williamsburg KOC 2HO 
613/543-2666 

Cedar fencing, saunas 
2599 


WILLIAMSTOWN 


Arbor Creations 

Box 188, Military Road 
Williamstown KOC 2J0 
613/347-3333 
Furniture accessories 
2660 
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VICTORIA COUNTY 


COBOCONK LINDSAY 

Custom Wood Products Ltd. Jonlin Industries Ltd. 

Coboconk KOM 1K0 94 St. David Street 

705/454-8122 Lindsay K9V 5E8 

Kitchen cupboards, vanities 705/324-7122 

2544 Wooden advertising displays, clock cases 
2599 

FENELON FALLS be vena Cane i 

a ou 

M & B Woodworking Ltd. Lindsay KOV 481. 

R.R. 1 705/324-2889 

Fenelon Falls KOM 1NO Pallets 

705/887-3344 2560 

Spoon wracks, novelties 

2599 . : 

Rosedale Furniture of Fenelon Ltd. ei anterior 

Box 192 BSS 

Fenelon Falls KOM 1NO sli i ot 


705/887-2510 
Household and patio pine furniture ee aa cate LAG 


2610 


Shosenberg Enterprises Ltd. 

Victoria Woodenwares Division 

Box 506 

Fenelon Falls KOM 1NO 

705/887-2244 

Clothes dryers, shoe-shine boxes, dowelling, lawn 


McLean Woodworking Ltd. 

Box 571, R.R. 1 

Lindsay K9V 485 

705/324-9684 

Custom furniture, kitchen cabinets, custom stairs 


chairs, garden supplies 2544, 2610 

2592, 2599 

Swedfurn Canada Ltd. Sheba Casket Co. Ltd. 
Box 759 


165 St. Peter Street 
Lindsay K9V 483 
705/324-6164 


Fenelon Falls KOM 1NO 
705/887-3689 
Household furniture 


2610 a 
Prowler Industries of Ontario Ltd. 
Box 485 

Suhel 70 Mt. Hope Street 

Daniel’s & Sons Signs Lindsay K9V 4S5 

R.R. 1 705/324-9180 

Kinmount KOM 2A0 Travel trailers 

705/488-2008 3242 

Wooden signs, novelty plaques 

2599 Ready Wood Products Ltd. 

Zantra’s Handcraft Box 1 

R.A. 66 Mary St., West 

Kinmount KOM 2A0 Lindsay K9V 4R8 

705/488-2159 705/324-5881 

Household furniture Custom kitchen cabinets, vanities, sashless windows 

2610 2541, 2544 
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VICTORIA COUNTY (CONT’D) 


Lindsay (Cont'd) 


J. E. Thomas Specialties Ltd. 
50 Mary St., West 

Lindsay K9V 487 
705/324-2196 

Outdoor furniture 

2660 


United Co-Operatives of Ontario 

Lindsay Lumber Branch 

Box 210, Oakwood Road 

Lindsay K9V 4S1 

705/324-7761 

Custom kitchen cabinets, vanities, door frames, 
stairs, millwork 

2541, 2544 


LITTLE BRITAIN 


M. G. Rogers & Son 

Box 42, R.R. 1 

Little Britain KOM 2CO 
705/786-2189 

Clock parts, custom woodwork 
2660 


WOODVILLE 


M. J. Stoddart Ltd. 
Box 99, King Street 
Woodville KOM 2T0 
705/439-2443 
Caskets 

2580 
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WELLINGTON COUNTY 


ACTON 


C & H Construction Ltd. 
21 Main Street, North 
Acton L7J 1X3 
519/853-0670 

Custom cabinets 

2544 


CLIFFORD 


Eric Hartwig 

Box 111 

Clifford NOG 1M0 
519/327-8221 

Custom window frame and sash 
2541 


EDEN MILLS 


J. E. Barden 

Eden Mills NOB 1P0 
519/856-4371 

Crates and flats, pallets 
2560 


ELORA 


Elora Furniture Co. Ltd. 

Box 40 

Carleton & Victoria Sts. 

Elora NOB 1S0 

519/846-5348 

Dining and bedroom furniture, chairs 
2610 


Simmons Ltd. 

Selig Division 

Box 460 

50 York Street 

Elora NOB 1S0 
519/846-5321 
Upholstered furniture 
2610 


Walser Furniture Co. Ltd. 
Box 658, Hamilton Street 
Elora NOB 1S0 
519/846-0322 

Furniture 

2610 


ERIN 


MacDonald Woodworking Ltd. 
163 Main Street 

Erin NOB 1T0 

519/833-9150 

Clock kits and components 
2599 


Mundell Lumber Co. Ltd. 
Box 368 

Erin NOB 1T0 

519/833-9375 

Sashes and doors, moldings 
2541 


FERGUS 


Barco Material Handling 
Box 86, Kitchener Avenue 
Fergus N1M 2W7 
519/843-1430 

Pallets 

2560 


Dixon Roof Truss & Bidg. Components Ltd. 
205 Breadalbane St., West 

Fergus NiM 2W8 

519/843-3923 

Roof trusses, wooden storage buildings, crates, 
miscellaneous wood components 

2541, 2543, 2560 


Hildebrand Kitchen Cabinets Ltd. 
499 Anderson St., South 

Fergus N1M 128 

519/843-2113 

Custom kitchen cabinets 

2544 


House of Brougham Ltd. 
Box 101 

160 St. David St., South 
Fergus NIM 2W7 
519/843-4710 

Early Canadian pine furniture 
2610 


Roti Wood Products (Fergus) Ltd. 
580 Garthshore Street 

Fergus N1M 2B2 

519/843-1510 

Fancy veneer, plywood products 
2541 
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WELLINGTON COUNTY (CONT’D) 


Fergus (Cont'd) 


Wellington Lumber & Supply Ltd. 

175 Black Street 

Fergus N1M 1A5 

519/843-3430 

Cut-to-size blanks, turnery squares, pallets 
2541, 2560 


GUELPH 


Barzotti Woodworking Ltd. 
416 Elizabeth Street 
Guelph N1E 2Y1 
519/821-3670 

Kitchen cabinets, vanities 
2544 


D. B. Butterworth 

14 Marlborough Road 
Guelph N1E 3X2 
519/824-7411 
Foundry patterns 
2599 


Central Pattern Service Ltd. 
183 Dufferin Street 

Guelph N1H 4B3 
519/836-6041 

Industrial Patterns 

2599 


Coady’s Restaurant and Tavern Equipment Co. Ltd. 
124 Woodlawn Road, West 

Guelph N1H 1B2 

519/824-3495 

Custom cabinets and fixtures, contract furniture 
2660 


Design Products Ltd. 

Box 881 

45 Lewis Road 

Guelph N1H 6M6 

519/822-3612 

Custom furniture for schools, architectural, business 
and engineering offices 

2640, 2660 


General Millwork & Supply Co. Ltd. 

206 Elizabeth Street 

Guelph N1E 2X3 

519/824-4960 

Custom kitchen cabinets, stairs, sashes and doors, 
moldings, components for building renovation or 
renewal 

2541, 2544 


Guelph Pallet Co. 
200 Huron Street 
Guelph N1E 5L7 
519/821-3570 
Pallets, crates 
2560 


Industrial Pattern Services Ltd. 


4 Hamel Avenue 
Guelph N1H 5M1 
519/836-1260 
Foundry patterns 
2599 


Luke’s Carpentry Shop 
127 Morris Street 
Guelph N1E 5M6 
519/821-4566 


Kitchen cupboards, vanities custom furniture 


2944, 2610 


Nu-Way Kitchens 

R.R. 5, Bedford Road 
Guelph N1H 6J2 
519/822-8601 

Kitchen cabinets, vanities 
2544 


HARRISTON 


The Harriston Casket Co. Ltd. 
Box 220 

99 John Street 

Harriston NOG 1Z0 
519/338-2521 

Caskets 

2580 


HILLSBURGH 


Morette’s Ltd. 

R.R. 1 

Hillsburgh NOB 1Z0 
519/855-4905 
Custom-upholstered furniture 
2610 


KENILWORTH 


Paul Leamen 

R.R. 4 

Kenilworth NOG 2E0 
519/323-2659 
Custom woodworking 
2599 
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WELLINGTON COUNTY (CONT’D) 


MOUNT FOREST 


The Acme Ruler Co. Ltd. 
Box 239 

Mount Forest NOG 2L0 
519/323-3100 


School and office rulers and supplies, cribbage 


boards, chalkboard accessories 
2599 


Mount Forest Caskets Ltd. 
Box 400 

350 Dublin Street 

Mount Forest NOG 2L0 
519/323-1800 

Caskets 

2580 


Wellington Wood Products (1972) Ltd. 
Box 220 

590 Queen St., West 

Mount Forest NOG 2L0 

519/323-1060 

Fruit and vegetable containers 

2560 


ROCKWOOD 


Rockwood Roof Trusses & Components Ltd. 


R.R. 5, Highway 7 
Rockwood N1H 6K5 
519/856-4623 

Roof trusses 

2543 


WALLENSTEIN 


Kraemer Woodworking Ltd. 
R.R. 2 

Wallenstein NOB 2S0 
519/669-2462 

Household furniture 

2610 
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Manitoba 


KENORA 


PATRICIA PORTION 


Lansdowne House, 


Québec 
C00) (HRP AGN. E 


NORTHERN ONTARIO 


LEGEND 


BOUNDARIES 
—— County or District 


Ontario 


Ministry of 
Natural 
Resources 


Hon. James A.C. Auld 


Minister 


W.T. Foster 
Deputy Minister 
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